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No. 748 
with 
Deflector 
Crown 


No. 438 Helmet 
Type 

Put CESCO shields right before the eyes of your workers! They’re 
right for safety —sturdily constructed with correct designing for 
repelling harmful objects. Right for comfort —with adjustable 
headgears formed to the contour of the head. And there’s the 
right shield for every job in the wide range of styles and 
materials from which to choose. Send TODAY 


for CESCO literature and the name of 
your CESCO safety equipment distributor 


CESCO *o sarc 
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SIGHT SAVER 
CLEANING STATIONS 


PROMOTE SAFETY 


Save Your 
Sight! 
Py ea 


| KEEP yoy 
| GLASSES Clean | 





Dirty eyeglasses, like dim lights and dull tools, 


ore dangerous and inefficient. Make clean glasses a habit in your plant 
and office by making it easy for your people to keep their glasses clean. 
Install Sight Saver Cleaning Stations. It will pay you to supply Sight 
Savers, the Dow Corning Silicone treated tissues with a world-wide 
reputation for being the best and the easiest way to clean, polish and 
protect eyeglasses and safety goggles. Let Sight Savers wipe away 
the best excuse men give for failing to wear safety glasses. Implement 
your eye safety program with Sight Saver Cleaning Stations. 


NO MUSS...NO FUSS ... NO FLUID Attractive all-metal 


SIGHT SAVER cleaning stations are easy to install... easy to service. Fool-proof, 
permanently lubricated mechanism dispenses one 3 by 7 inch tissue at a time; 
each tissue scientifically treated with SILICONES made by Dow Corning, the 
world’s first and largest producer of silicone products and silicone treated tissues. 








from the leading 


Safety Supply houses in 


all principal cities. $2.50 D 1) W C 0 R N | N G ‘ 


, 60 Black Dispenser + « 
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No. 65 Refill Packet $1.45 
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Buyer's Guide 


A buyer’s guide of products described 
and advertised in this issue. Compiled 
alphabetically for easy reference, it 
includes all new product information 
(pages in italics) and all advertise- 
ments on which information was 
available by our closing date. 





PRIN ce erhargr tine aniseed 57 
Athlete’s Foot Preventive. .66, 77, 79 
IAMICIOINO@CENS soi bbc eke ice wd eee 64 
PR URPRIOR OE sc catte deere sack tober Satevetare Creer 79 
Bulletin BOATdS § 26. icdcew cade wsn 71 
MRE Fess CS ergs ik ok sl ro eee erectile 40 
Cleaning Materials ... 6.60% 560s 40 
Clothing, protective ...... 12, 48, 79 
POE MOONEE 60s b iieccicbs keene 40 


Dust and fume collectors..9, 40, 59 
Eye wear ....1, 4, 62, 54, 55, 7, 73 


cover 3 
IC WAOTIAS 5 oo5s fo cies se Riesinen ere 58 
Fire extinguishers .11, 46, 58, 63, 72 
Floor cleaning machines...... 2, 28 
POOF AMMISNES © <..<-<.6<ia eae wes 13, 54, 80 
ROOT WGC asi graelaieicis alors gisleuerere 53 
Flooring materials .......... 57, 67 
Footwear ..5, 14, 15, 16, 39, 42, 43 
Gloves...... 57, 58, 59, 63, 68, 71, 79 
MGT Src Rio's csielaawra Gains wae 47 
Jets ML. CY 7, 20, 40, 56 
PMCINGTATON © ones nein sh dawess 40 
Knee protection: ...66 isis ss eee 50 
Ladder equipment ............. 57 
RMA recrccatt here orca ata SSeavaznie chair Ges 44, 56 
Lens cleaners ............ 6, 8, 59 
Medications << c..cecs 34, 35, 40, 70 
Press safeguards ......... 57, Gl, 74 
FROSDINBTONS: 5.6 554.0044.osc00s 32, 49, 54 
FROSUSCHTALOTS: okie sioccce sein 0 'eere's 38 
Roof cooling systems ........... 69 
SUG CORON 9a she ccs a rdlw cco eee aie nave wee 65 
SHOC GOIES: 6.6)6:5666.068 06 be cover 2, 41 
Re aetND GU Near trtnr vee 3: cae 25, 40, 61, 67 
ST ICIORMBOES osc ss bla hie sceawes 33 
SMOKING StAtIONS 6.65 ceceiinews 61 
SIU ROUO NEE ee sate sisi <eivniein upd or ote Kaley 80 
POWVE ALORS 6506.0 6b .ao esis esieenu 77 
Tools, safety ....40, 52, 54, 56, 56, 69 
Treads and mats ........65 10, 59, 75 
VG@CUUM CIEANETS ..c.06ics ie cea 45 
Valve, boiler safety ............ 56 
WOTHAIGROTS: 2.4.5. 6a daeden ce cs coe 69 
Vision testing equipment ........ 69 
Washroom equipment ........... 58 
Waste receptacles ..........0.05 78 
Watchman’s clocks .......... 60, 62 





The Reader Service Cards bound 
in this issue will bring you com- 
plete information on all products 
or services advertised or announ- 
ced in it. 
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SHIPYARD WORKER 


“Your Skullgard saved me twice—first 
from a falling sledge hammer, second 
from a falling 2 x 4.” 


TUNNEL WORKER 


“I only had a couple of scratches after 
a 10-ft. piece of lumber falling 50-ft. 
hit my Skullgard. Got a new Skullgard 
and went back to work.” 








plastic 
Sheliguidl and the pn ad- 
justed inside cradle stopped 
short of Mr. D’Amico’s head. Just 
another example of how enforced : 
safety practice and quality safety 





npn 


an incident. 


and here’s what others say about : | 
SKULLGARD PROTECTION 


CONSTRUCTION WORKER 


“When a drill dropped from 80-ft., 
and picked my head for a target, I was 
mighty thankful for my Skullgard. I got 
a small cut, but was on the job the same 
afternoon.” 


STEEL WORKER 
“I walked away without a scratch after 
a steel wedge falling 87-ft. tore into 
my Skullgard.” 











for Bulletin No. DK-15. 


M.S.A. Skullgards have the rugged strength that 
defies construction hazards... 
bands that can be adjusted toa perfect fit. And their 
comfort-qualities encourage full-time hat use. Ask 


plus engineered head- 





MINE SAFETY APPLIANCES COMPANY 
BRADDOCK, THOMAS AND MEADE STS., PITTSBURGH 8, PA. 
At Your Service: 66 Branch Offices in the United States 


MINE SAFETY APPLIANCES CO. OF CANADA LIMITED 


Toronto, Montreal, Calgary, Winnipeg, Vancouver, New Glasgow, N.S. 
Representatives in Principal Cities in Mexico, Central and South America 


Cable Address: “Minsaf” Pittsburgh 


Circle No. 7 on reader service card for more 



































Mines like Anaconda 
Magic wherever goggles 
dirty and dangerous. 














use Mills like U. S. Steel use 
get Magic wherever sparks fly or 
dirt and dust accumulates. 


Refineries like Esso use Magic 
for welding and other opera- 
tions to overcome foul sight. 


Manufacturers like American 
Can use Magic in production 
operations of every sort. 


.... THE BIGGEST SHEET 


THE BEST AND A BARGAIN 

















Precision producers like In- 
ternational Business Ma- 
chines use Magic for abso- 
lute accuracy. 

















Laboratories like Hanford 
Atomic use Magic because 
its superb quality meets 
the highest scientific stan- 
dards. 




















Modern offices and en- 
gineering departments use 
Magic for convenience and 
better work. 


Facts and Prices 
MAGIC sheets are in- 
terfolded in sanitary 
Refill Packets. Each 
carton contains 6 Re- 
fill Packets (800 jum- 
bo-size 5” x 634” super- 
strong sheets per Pac- 
ket) at only $8.40 per 
carton. And the SELF- 
MOUNTING DISPEN- 
SERS cost only $2.50 
each: All prices F.O.B. 
shipping point. 
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Throughout American industry, what such users 
save in accidents, poor production, time and money 
you can save. 

Workmen’s goggles and glasses stay dirty, danger- 
ous and inefficient unless you make it easy as possible 
to keep them crystal-clear. 


If you ask workmen to fuss with a cleaning fluid 
and a rag or ordinary fibre paper, time is wasted by 
this slow, old fashioned method and lint sticks to the 
lenses. If you supply a small, narrow treated sheet, 
it tears, and one sheet doesn’t do the job. What you 
need is a big, wide, super-strong sheet. Each MAGIC 
sheet is 50% larger than usual... yet each sheet costs 
you less. 


The paper is, without question, the finest that can 
be made; a combined development of the General Elec- 
tric Company (Silicones Division) and ourselves. 
Polishes while it cleans, Lint-free. Loaded with spar- 
kle-power. Science’s answer to foul sight. Leaves an 
invisible coating of silicone which protects lenses; 
gives and preserves sparkling clarity, makes cleaning 
simpler, better, brighter, more lasting. All in one in- 
stant operation—and easy as lifting your finger. 

No cumbersome cabinet. No complicated dispenser. 
No fuss. No waste. No fluid. Nothing to squirt. Simple, 
attractive dispenser—not much bigger than a man’s 
fists—contains no moving parts. Indestructible. And 
no other cleaning station has the SELF-MOUNTING 
feature. Compare these features and prices and decide. 
Buy a lot more safety and efficiency for a lot less 
money. Write us today or order through your Safety 
Supply house now! 


The Silicone Paper Company of America, Inc. 


The World’s Largest Producer of Silicone Papers 


Interfolded sheets-Flat sheets-Rolls e 


75 East 45th St., New York 17, N.Y. 








NO SCREWS 
OR DRILLS 
NEEDED... 

JUST STICK IT 

TO THE WALL 





Exclusive feature! Notice Pre- 
set Adhesive Mounting Strips 
on back of Dispenser. They 
absolutely hold to machinery, 
metal, wood, glass, tile, steel 
beams, plaster walls or any 
smooth surface. No_ screws, 
nails, hammering or drilling. 
No skilled labor, time, trouble 
or installation cost. Instantly 
installed anyplace. 


SILICONE TREATED 





Circle No. 8 on reader service card for more information. 
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Letters to 
the editor 





Film Review Section 


Editor, 

We like to use films of all types 
in educating our employees on vari- 
ous safety subjects. It is quite a 
problem to know the newest films 
available and what they cover. It 
has been my opinion for quite some 
time that if one of the magazines 
carried a film review section it 
would be quite helpful. 

H. F. Johnston 
Safety director 
The Funkhouser Co. 
Hagerstown, Md. 

e Thanks for the suggestion Mr. 
Johnston. Let’s hear from other 
readers on this idea. Drop a card 
and let us know whether a film re- 
view section would make OH more 
valuable to you. 


Owl Applicant 


Editor, 

Could you give us some informa- 
tion concerning the “Wise Owl 
Club”? Our specific question con- 
cerns the possibility of one of our 
employees being eligible for mem- 
bership because of having had his 
eyesight saved by the use of a pro- 
tective shield ... The employee suf- 
fered rather severe burns on his 
arms and hands, but none on his 
face. We feel that he should be eli- 
gible for this club. 

R. D. Davenny 
Personnel supervisor 
Continental Can Co. 
Sacramento, Calif. 

e Seems as though you have 
hatched an owlet, Mr. Davenny. The 
man to contact for enrolling him in 
the Wise Owls is Dr. Franklin Foote, 
executive director of the National 
Society for the Prevention of Blind- 
ness. His address: 1790 Broadway, 
New York City 19. 


Hearing Loss Laws 


Editor, 

While I was training as an audi- 
ologist, one of my instructors .. . 
was assisting one of your staff writ- 
ers in the preparation of an article 
dealing with hearing problems in 


Continued on page 68 
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Pangborn DUST CONTROL 





Turns Dust | 





Into 








At Flury Foundry, this small 


®": inexpensive Pangborn 
Dust Collector stops dust caused 
by blast cleaning operations... 
pays its own way in ihcreased 
efficiency. 


B* Dodge Cork Company, a 
Pangborn Dust Control Sys- 
tem salvages $5000.00 worth of 
cork dust every year from some 40 
sawing and polishing machines. 


Cc Landers, Frary & Clark, a 
Pangborn Dust Collector like 
this traps 522 cu. ft. of cast iron 
dust per day... company records 
prove maintenance costs are 
lower than ever before. 





Dust is no problem for 
plants with Pangborn Dust 
Control. As these three cases 
sage from hundreds in our 

les) show, a Pangborn Dust 
Control System saves money on 
maintenance when dust is a 
nuisance, saves money when 
dust has salvage value. 


FIND OUT TODAY 
how you can save money with 
Pangborn Dust Control. Write 
for your copy of Bulletin 
909-A to: PANGBORN Corpo- 
RATION, 3800 Pangborn Blvd., 
Hagerstown, Md. 


vv 
Look to Pangborn for the latest 
developments in Dust Control 
and Blast Cleaning equipment. 







































CONTROL 


STOPS THE DUST HOG from stealing profits 


Circle No. 9 on reader service card for more information. 














MELFLEX 


Molded Rubber 


STEP TREADS 
Give Lasting SAFETY 
with Colorful Beauty 


in Marbleized 
Colors or - 
Black 







Square 
ose 
Type 


for 
Heavy Duty 
Outside Service 


Rugged 
Durability, 
Quick Draining, 

Self Cleaning 


All-black treo!s for extra heavy duty 
service are i, 4” thick ... Marbleized 
treads in green, blue, terra-cotta, 
brown, gray are 3/16” thick. Color is 
permanent regardless of wear. Can 
be matched with riser and landing 
coverings for decoration. Apply per- 
manently with Melastic water-proof 
bonding cement to wood, concrete, 
metal, tile stevs. Treads are supplied 
trimmed to fit your steps—no cutting 
or waste. 


MELFLEX PRODUCTS CO,., Inc. 
410 S. Broadway, Akron 8, Ohio 
Please send catalog and prices of Step 
Treads and other SAFETY products. 

Name 

Firm 

Street 

City & State 


In Canada: 
206 N. May St., Fort Williams, Ont. 
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Safety Views and News 





YOU CAN EXPECT from 3 to 6 percent of your total labor 
force to be off the job during any given period, due to 
non-occupational illness. Remedial steps will be based 
on the results of a study, now underway by the Research 
Council for Economic Security. When it’s completed, 
the above figure will be bolstered by illness data for 
every region. 


WHAT HAPPENS TO ROPE when it’s frozen? To find out, Columbian Rope 
Co. staged a series of tests. Its conclusions are worth filing for next win- 
ter’s use: 1) the strength of dry manila rope isn’t seriously affected when 
loaded at sub-freezing temperatures; 2) If really soaked when stressed, as 
much as 30 percent of its strength may be lost; 3) No permanent damage is 
done by freezing when wet—as long as the rope is thawed before loading. 
Safety tip: keep water out of rope with moisture repellant treatments. 


SPRING WEATHER BRINGS added burdens to your health 
supervisory program, says the American Medical Asso- 
ciation. The extra load is in the form of check-ups for 
workers who participate in company-sponsored sports, 
in order to prevent after-hours athletics from harming 
normally sedentary bodies. A.M.A.’s advice: do as vari- 
ous boxing commissions do—pre-check participants to 
make sure they can take extra-curricular sports. 


EVERY NEW WORKER at Calco Chemical Co., Bound Brook, N. J., has a 
“safety buddy.” He’s an experienced worker who makes sure the novice 
gets a thorough on-the-job safety indoctrination. He has the job of spotting 
safety violations in his department too, to help foremen prevent accidents. 


DISABLED VETS hold seniority and are entitled reem- 
ployment: if they’re no longer able to handle their old 
jobs, they may bump another fellow off a different one. 
All the more reason for you to check up on your various 
job requirements and qualifications for handicapped 
workers. Latest Dept. of Labor thinking on the subject 
is covered in field letter number 16, available from 
Robert K. Salyers, director of the Department’s Bureau 
of Veterans’ Reemployment Rights, Washington, D. C. 


FREE INSTRUCTORS’ COURSES are being offered by the Federal Civil Defense 
Administration at three different locations: Oklahoma A & M College; St. 
Mary’s (California) College; Ogontz Center (near Philadelphia), Pa. 
Courses last two weeks, start every other Monday. Only charge is $4.50 a 
day for room and board. Curriculum: first week—basic principles; second 
week—rescue and salvage. Contact the Office of Training and Education, 
FCDA, Washington, D. C., for complete details. 


MAINTENANCE MEN need added info on safe practices 
when they have to work around electrical equipment. 
So Westinghouse has compiled pertinent rules in a 
booklet of hints for these employees. You can get a copy 
from H. C. McDaniel, Technical News Bureau, West- 
inghouse Electric Corp., Pittsburgh, Pa. 


Look on page 65 for 
more Views and News 
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HERE'S A FIRE EXTINGUISHER YOU 
CAN RECHARGE AT ANY AIR PUMP! 


=" | 


PRESSURE GAUGE in pistol- 
grip handle tells you when air 
is needed. 










CHARGES AT ANY AIR 


PUMP. Operates at 150 Ibs. 
pressure. 
i 


COVERS GREATER AREA 
with Kidde’s cloud-like dis- 
charge pattern. 








POWDER WON'T PACK. 


Perfect for trucks, garages, 
factories, etc. 


TRIGGER ACTION gives you 
finger-tip control. 





An ordinary air pump will prime this new Kidde safe, so sure, you'll find it a necessity for trucks, 
dry chemical extinguisher with more fire-killing garages, factories, textile mills—wherever there is 
power than any other unit its size! a danger of small fires. 

See how easy it is to recharge! Just unscrew the Write today for full information. 


head, put in five pounds of dry chemical, screw the 
head back on and it’s ready to take on air pressure 
from any plant or service station air pump. 

And see how easy it is to operate! One hand 
swings this portable extinguisher into action. One 
finger squeezes the trigger. Poof! A cloudlike pat- 
tern of dry chemical smothers the fire while you 
remain safely behind a curtain of heat-absorbent Walter Kidde & Company, Inc. 
powder. 548 Main St., Belleville 9, N. J. 

This revolutionary new Kidde extinguisher is so Walter Kidde & Co., of Canada, Ltd., Montreal, P.Q. 








Circle No. 11 on reader service card. 
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paurifs 


Keep this 
Industrial Evil off 
your Payroll —with 


PLY-GARB 


PLYGLOVS 


— the clothing 
that protects against 
Industrial Hazards 


No matter how big or small 
your business is, you cannot 
afford to support “Expo- 
suritis,’ the Scourge of 
\ the Industrial Worker. But 
» you can afford to use 
MILBURN PLY-GARB and PLY- 
GLOVS, as barriers against 
this evil. Plastic Fiber 
Woven, Plastic Coated or “ 
Aluminum Coated —these 
protective garments guard 
the worker from the most 
commonly used acids, abra- 
sives, caustics and heat.They are light 
r and flexible, yet stronger than 
Airplane Cloth. And they do 
not irritate the skin. Whether 
the job calls for head, body or 
hand protection, MILBURN 
| PLY-GARB and PLYGLOVS 
% are more than equal to the test. 
The MILBURN METHOD of Plant 
Safety is available to you without 
charge. At your request, these safety 
specialists will inspect your indus- 
trial operation, suggesting improve- 
ments in working conditions, for 
greater profits. Inquire today. 


THE 


MILBURN 


COMPANY 
Detroit 7, Michigan 
Also makers 
of PLY CREAMS to guard 
against Industrial Dermatitis 


Write, Wire or Call COLLECT 
for the jobber nearest you 


Circle No. 12 on Reader Service Card. 
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Gimmick of 
the Month 


COSTS ARE CUT in half by this new method of painting wire fences at Alcoa. 


Pour Fence Paint 


A PAINT FOREMAN at Aluminum Co. of America has hatched a gimmick 
which, according to company officials, ought to be worth millions to Amer- 
ican industry. Nub of the idea: cover wire fence by pouring paint, instead 
of brushing it on. In use at Alcoa, the gimmick cuts housekeeping costs on 
this application to about half of the old methods. 

As originated by R. W. Spence, the method works like this: panels, five 
feet square, are suspended on both sides of the fence—as close to it as 
possible. Paint is poured from a two-gallon oil-can with a flexible spout. 
It flows over the fence and drains into a catch-pan (2 x 10 x 2 feet) for 
reuse. One catch-pan is left under the section previously painted to assure 
complete drainage, while the panels are moved to the next section to be 
painted. 

Cost comparisons at Alcoa’s New Kensington works showed a total 
cost of 96 cents per foot of fence section: this includes labor, burden and 
materials needed for a two-coat (red lead plus aluminum) application. The 
only hand-brushing needed is a little touching up to catch skips. Time 
required to paint a five-foot section of fence with Spence’s method: four 
to five minutes. 


WANTED: Your favorite gimmick. Send photo of 


it and description to the editor, O.H. 
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LEGGE SYSTEM 


of Safety Floor 
Maintenance 





Mr- 


It took a bad prattfall to get Mr. Higby to investigate 
the LEGGE System of Safety Floor Maintenance. 
This is what he discovered: 
They reduce slip-accidents by as much as 
98%. And buffing actually increases the 
slip-resistance of LEGGE materials. 


FA Polished floors don’t have to be slippery. 
LEGGE Maintenance saves up to 50% on 
















| LEGGE Safety floor polishes and cleaners 
keep floors handsomely groomed longer. e@ labor, 25% on materials. 
FO iii 
Walter G Nett 
t legge aie 
Company, Ine. "=== ~ 
0-5 





101 Park 
Ave, Ne 

i 
“Ny 


Our trained Safety Engineers work right with 
{dV tik 
© to know 
Ucts can gd. what le 
© for my floors. Thee ety Prog. 
© approx. 
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your cleaning crews, show them what products to use~and 3 
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how to apply them most effectively. 
We'd like discussing your floor problems with 
you while you’re in an upright position. Don’t wait to “do 
a Mr. Higby” before calling us. WALTER G. LEGGE 
ComPaNny, INc., 101 Park Ave., New York 17, N. Y. : 
Branch offices in principal cities. In Toronto—J. W. 5 
' 
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Turner Co. 
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Circle No. 13 on reader service card for more information. 
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No. 623 


Sizes 6-13; 
Widths A-E 


The Director is a handsome new addition 


to the Iron Age line. It is a military style 
safety oxford, expertly lasted to retain its 
shape and having a Winguard steel toe box 
concealed by a full leather lining. The soft, 
pliable brown leather uppers are finished in 
rich pebble grain. An absorbent inner 
cushion of Armstrong cork filler keeps the 
insole smooth and adds bounce to the step. 





with 


The Director is equally at home on carpeting 
or grease soaked concrete. It fits right into 
office surroundings, yet the oil resistant 
VulCork Neoprene sole makes this shoe 
most serviceable for shop wear. 

Let the Iron Age representative in your 
area demonstrate the many extra values we 
have built into The Director. Write us and 
he will see you. 





Circle No. 14 on reader service card for more information. 
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VulCork Neoprene Sole 
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ERE ARE THREE of the many 
eye-appealing Iron Age steel toe 
safety shoes that bring comfort, style 
and safety to men in industry. Their 
better value is apparent at a glance. 
These are safety shoes that just ask 
to be worn! All are in stock and ready 
for prompt delivery. Alert safety di- 
rectors have found no better way 






No. 614 
THE MOC WEAVE 


Sizes 5-12; Widths A-E 


Style conscious men in industry proudly wear this 


to boost worker coverage than by ; moccasin oxford that has the flexibility of a woven 
: ° vamp. Both vamp and lining are perforated for air-con- 
selecting and stocking from the ditioned comfort. Has inner cushion of Armstrong cork 
: : filler, a Winguard steel toe box plus famous, durable 

complete Iron Age line. Write for ~teacine auton 


our new descriptive color brochure. 













Fron Age DIVISION 


H. CHILDS & CO., INC. * PITTSBURGH 12 PA. 





The Safety Shoe for Industrial America 


No. 612 
THE VENT WEAVE 


Sizes 5-12; Widths A-E 





These stylish ventilated safety oxfords in rich burgundy © 
> elk are tops in comfort for warm weather. Armstrong © 
© cork filler floats the foot on thousands of air filled cells 
of cork. Custom hand lacing lends a distinctive touch. © 
- “Leatherplus’’ outsoles and the best grade rubber heels » 
~ give extra long wear. ‘ 









Circle No. 14 on reader service card for more information. 
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safti-woven 
No. 1615—Tan elk with 
heavy, single oiled 
oak leather sole, half 
rubber heel with 
leather base. A and B 
—sizes 6 to 12; 

C, D, E, EE—S5 to 13. 


LAST YEAR, THESE TWO STYLES WERE A SELLOUT! 
We've stepped up our production on 
them now, but the only way you can 
be sure of having them for every man 
who wants them is to get your order 
in at once for delivery when desired. 
These are the styles your employees 
are ready to buy right now in non- 
safety types for Summer dress and 
street wear. You can give your Foot 
Safety Program a healthy boost . . 

keep more men in safety shoes through 


safti-vents 
No. 1621—Brown bal: 
single oak leather 
sole, half rubber heel 
with leather base, 
lined counter, green 
Nado lined quarter. 


the hot months . . . by offering the A—7 to 12; 
same, identical styles WITH steel toe Cp ae = = 


protection. Breezy vents and woven 
strips give heat the air. . . look fine, 
feel fine, on the job and off. Order a 
few pairs for display right away. Your 
people will like the saving as well as 
the extra comfort! 


‘sock-saver’ leather toe lining , 
an exclusive LEHIGH comfort feature 
ends torn socks, feels more comfortable 
REG. U. S. PAT. OFF. NO. 2,578,987 


ings 


Circle No. 15 on reader service card for more information. 
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The Braille Cover Message: 


With practice, a blind man’s fingers fly over these 
bumps: he actually reads with his fingers. But prac- 
tice won’t help your fingers gage a loved one’s smile 
or judge a baseball’s flight. Braille will tell you. It 


~saast can’t show you. Nothing can. 
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Confusion Follows Catastrophe 


Good planning, quick thinking are musts. 


You can benefit from 3-M Co’s. experience 


IT ALL HAPPENED SO FAST that you can’t tell about it in 
any kind of order. At 8:20 a.m., a year ago last Febru- 
ary 8, the mineral building of Minnesota Mining & Mfg. 
Co.’s St. Paul plant was blasted by an explosion. 14 
lives were lost (if it had happened 20 minutes earlier— 
when the day shift started—the toll might have been 
gigantic), including one elderly worker who died of 
heart failure later on. 50 were injured. The explosion 
took place in the basement or first floor of the building 
—just exactly where couldn’t be determined. All com- 
munications with the building were gone. 

What had happened was this: a butane gas leak was 
noticed by one of the foremen. He called the mainten- 
ance shop, located right next to the mineral building 
and connected to it by an underground tunnel. Before a 
trouble-shooter had gone 30 feet to check the reported 
leak the blast occurred. Butane, being heavier than air, 
settled on the floors. Otherwise, the building’s exhaust 
system would have carried it out of harm’s way. One 
man on duty in the mineral building risked his neck an¢@ 
undoubtedly saved other buildings and many lives. 
When he smelled the gas, he went to the generator 
supply house and shut off the gas. 


NONE OF THIS WAS KNOWN until later. Debris and rub- 
ble were everywhere; concrete from lower floors was 
hanging in chunks from the reinforcing material. No- 
body knew whether another explosion would follow. 


The blast had broken windows 14 blocks away. The 
temperature was 12 below zero. A perfect setting for 
panic. But no panic resulted. Rescue work got under 
way, partly by planning, partly by intuition. 

The first alarm was sounded immediately by the 
automatic system. The second one, a minute later was 
made by a plant nurse, who notified the police that an 
explosion had taken place. Fire trucks and ambulances 
were on the scene in minutes, starting rescue work. 

Every building (of the 20) in the plant felt the explo- 
sion, since all are connected by underground tunnels. 
The air conditioning system went out, burned gases 
penetrated the buildings—some more than others. Tele- 
phone service had to be cut, at a time when 200 calls 
were jamming the switchboard. 

The telephone exchange was notified that the company 
board was going out of business. This set in motion a 
lot of fast movement by the phone company. Before 
long, the automatic exchange bogged down with calls 
coming in from employees’ families and friends. So 
emergency facilities were cut in to handle the load. A 
corps of volunteer messengers was quickly organized by 
the protection superintendent. They saw to it that 
buildings were cleared, equipment shut down and vital 
information distributed between various points. 

Evacuation of all buildings was carried out without 
panic. Messengers got word to foremen and superin- 


Continued on page 70 
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These Are The Highpoints In Bakelite Co.’s System For... 





PREPARE THEM for what they’re going to see by explaining display 
of processes and products to each group of visitors. It helps them 


understand plant operation better. 


Making An Open House 


NoBoDY HAS MORE INTEREST in a man’s doing his job 
safely than his family. And probably nobody has more 
influence on him. How do you enlist home support for 
your plant safety drive? Why, invite the folks to come 
in and see what goes on inside the shop, what their hus- 
bands’ and sons’ jobs are. A well-handled open house 
is a sure-fire safety stimulator—and a valuable com- 
munity relations tool as well. 

Where most plant visits flop is in lack of planning. 
Guests are led around the place, their questions an- 
swered, maybe they are served refreshments and hand- 
ed a souvenir booklet: often as not, what company 
officials hoped they would see and learn was missed 
completely. 

e An excellent example of how to stage an effective 
open house is the family day held at Bokelite Com- 
pany’s Bath, Maine plant last summer. The theme of 
the program—and you have to have a theme, a “hook” 
to hang the whole occasion on—was safety. 

Highpoint of the day’s activities was the presentation 
of the corporation’s safety plaque for a year-and-a-half 
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SHOW THEM the entire production process, from start to finish. 
Be sure to follow carefully mapped route, explain safety devices and 
safety methods completely. 


of accident-free operation. Other events included in 
the program: a plant tour for employees’ families; a 
display and demonstration of the plant’s products; a 
clam bake; a series of games and contests—something to 
appeal to every visitor, boost community relations, as 
well as its immediate goal of bolstering plant safety. 

e To tie these different factors into one program, 


“the itinerary was set up like this: 


The plant tour began with guided groups of 15 visit- 
ors being shown a 10 x 4-foot visualization of the plant 
operations, with samples of the products at each step of 
the operations. This gave them an over-all picture of 
the plant, showed them what they were going to see 
on their tour. 

Then, visitors were taken by their guides through the 
plant—starting at the first production operation and 
proceeding through each step to the final product. 
Guides, drawn from key personnel, explained what was 
going on at each stop, emphasized the safety equipment, 
the why’s and wherefore’s of safe practices on each job. 

At the end of the tour, each group saw a slide-film 
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FEED THEM and plan some sort of recreational activity. This gives 
workers’ families a chance to mix, meet executives—one of the 
program’s most valued phases. 


¢ 


Sell Safety 


resume of plant operations and a brief lecture on the 
importance of the plant’s products to modern industry. 
They received samples too. This step took only five 
minutes but it recapped the whole tour. 

Food came next. The clam and lobster bake, held on 
plant grounds, gave workers’ families a chance to mix 
and meet company executives on an informal basis. 

Next event was the presentation of the plaque, timed 
to be brief. 

Last, a series of humorous games was held to balance 
the serious portion of the program. A husband-calling 
contest, a beauty contest (for men workers), were fol- 
lowed by a softball game between two employee teams. 

Results: When the visitors left for home, happily 
stuffed with seafood, they took with them the know- 
ledge that: 1) their menfolk were doing important jobs, 
producing important products; 2) accident chances are 
all-but-eliminated through proper safety equipment and 
correct work procedure; 3) their husbands’ bosses are 
nice people who are working with them to promote 
safety. 
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When You Plan 
An Open House... 


... use this checklist 
to tie up loose ends that 
might rob its effectiveness 


1. Map it out thoroughly... 


a... . with a theme for continuity 

b. ... by blocking out each event well in ad- 
vance—several months at least. 

c.... using a “production” sheet to assign men 
to each phase of the program. 

d.... with careful section of men to act as 


guides, thoroughly schooling them. Figure 
one guide for every 10-25 visitors. 
2. Give it plenty of advance notice .. . 


a. ... by mailing invitations to workers’ homes, 
3 ame 

b. ... advertising the event in local news- 
papers 

ce... . following up with publicity in house or- 
gan and local newspapers. 

d. ... asking for acknowledgements of invita- 


tions to get an idea of the size of the crowd 
you'll have. 
3. Double-check your program . . . 


a. ... by planning route of visit to give visitors 
best organized view of all processes. 

b. . . . with signs and markers to explain each 
step 

c. ... with tapes or guides to keep everybody 
on the correct line of march 

d.... by running off a dress-rehearsal to 


check assignments and timing intervals be- 
tween events. 
4. Handle the crowds without confusion . 


a. ... by ordering bus or other transportation, 
if length of tour makes it advisable. 

b. ... allowing for plenty of parking space 
close to the plant. 

c. ... stationing police to speed parking and 
traffic. 

d.... making sure you have adequate rest- 

rooms, double-staffed first-aid department. 
e. ... giving guides and other officials easily- 


visible identification badges. 




















-NOW...A Smart Looking Safety Hat... 
“Your Men Will Want to Wear!” 


Lighter than conventional hats ... yet as strong as 
metal ... giving the wearer protection against falling 
objects, electric shock, dripping fluids. The new Davis 
Plastiglas-Hedgards have the protection features es- 
sential in safety headgear ... plus style and comfort 
that make them “the hat your men will want to wear.” 
It’s the safety hat that has long been needed in in- 
dustry, wherever head injuries are a hazard. 
Available in aluminum or brown finishes 
... Or your choice of colors. 


Model E 
(Hat) brim 











Model F ' ve 
(Cap) no brim—peak only oe 


rd 
3 


# 








a 


eck These Features 


STRENGTH 








RAIN PROTECTION 








UNIVERSAL 
CRADLE 
SHOCK ABSORBER 
SUSPENSION 





CooL 


MOISTURE PROOF 





@ 
Write for prices. Or order one 


to see for yourself how completely 
the new Davis Plastiglas Hedgards 


Will exceed impact of 40 ft. Ibs. 
INSULATION High dielectric properties give protec- 
tion against shock. 
RESILIENT Does not crack or break if dropped. 


Broad back brim on Model E gives 
added protection against sun and rain. 
One hat fits all head sizes, shapes, re- 
duces your inventory. 

Under pressure of heavy blow, crown 
and suspension reduce the shock by 
‘giving’ slightly. Cradle spreads 
shock of a blow on side of head. 
Air circulation between cradle and 
crown keeps hat cool under hot sun. 
Immune to effects of rain, dampness. 





answer your safety hat problems. 
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DAVIS Davis Emergency Equipment Co., Inc. 


59 Halleck St., Newark, N. J. 





OIiVISION 


Circle No. 16 on reader service card for more information. 
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FINISH PLATING on cigarette-lighter cases at American Safety Razor Company, Brooklyn, N. Y. 


Two-step method 


shows you how to... 


Safeguard Open-Surface Tanks 


OPEN TANKS HAVE ALWAYS been safety headaches. 
Whether they’re used for plating, pickling, degreasing, 
dyeing, quenching—or any one of a dozen other pro- 
cesses—they have a common hazard to men who work 
around them. 

To help in planning your defenses against them, 
here is a method for 1) determining the hazard involved 
in each case, and 2) finding out how much ventilation is 
necessary to eliminate it from the work atmosphere. 
The method described is from the American Standard 
Safety Code™. 

Safety of the worker is this system’s primary con- 
cern. Depending on the relative need for controlling 
gases, vapors and mists open tank operations and div- 
ided into 12 different classes. Once you have correctly 
placed your particular operation in its class, the stand- 


*Ventilation and Operation of Open-Surface Tanks: Z9.1-1951. 
American Standards Association, N.Y.C. 
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ard tells you the minimum safe ventilation velocity for 
different types of exhaust hoods. 

While its first goal is the protection of operators who 
must dip or soak materials in liquids that produce haz- 
ardous air contaminants, application of this system will 
go a long way towards improving general housekeeping 
in the area of the open tank operation. Where enough 
ventilation is lacking, fumes and gases tend to condense 
on floors and walls, causing unsafe and unsanitary con- 
ditions. Objectionable—if not harmful—air accumula- 
tions and increased atmospheric humidity often also re- 
sult. 


For safe open tank operation, follow ’ 


the steps given on the following pages 
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SAFEGUARD OPEN-SURFACE TANKS—Continued 


STEP 1: Classifying The Operation 


ALL OPEN TANK OPERATIONS are divided into 12 classes, determined by a) 
the hazard potential of the substances being used—and designated by the 


letter A, B or C, and b) the volume of gas, vapor or mist given off—and 
designated by the number 1, 2, 3 or 4. The lower the number or letter, the 
greater the hazard. For example, an A-2 classification is more hazardous 


than an A-4; a B-1 is more dangerous than a C-1. 


Tables 1 and 2 show how to classify different substances. If a mixture of 
liquids is used in a tank, use the standard for the most toxic one in your 


classification—unless, of course, it is only present in very small quantities. 
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STEP 2: Determining Ventilation Requirements 


IN MOST CASES, OPEN tanks will be ventilated by one of these types of hoods: 
total enclosure; lateral; canopy. Tanks classified as A-4, B-4, C-3 and C-4 
require no enclosures or hoods—if adequate room ventilation is provided. 
Minimum air velocities for each classification and the three types of hoods 
are given in table 3. 





APART FROM MINIMUM VELOCITY, keep these points in 
mind when planning ventilation for open tanks: 

Materials used in the system must, in many cases, be 
corrosion-resistant. Hoods and ducts of Monel, stainless 
steel, lead and hard rubber have given good service 
where acids are used; galvanized and black iron have 
given satisfactory service on alkaline liquids. Vitrified 
clay pipe with mastic joints is rated highly on all types 
of use. Fans with forward curved blades are not recom- 
mended for open tank ventilation. 

Ducts should be designed for a velocity of 1500 to 
2500 fpm. They should have clean-outs and drains to 
prevent toxic or explosive fumes from collecting in the 


system. 

Different processes should not be connected to the 
same exhaust system if a combination of the substances 
they utilize might produce a fire, explosion or chemical 
reaction hazard. 

Discharge of the vapors and fumes collected should 
be to the outside—or to a suitable collector, if necessary. 
Never recirculate exhausted air unless a suitable collec- 
tor or filter has first cleaned all contaminants from it. 
Even then, your state and local laws may prohibit recir- 
culation of air that has carried certain contaminants. 
Make-up air, to replace the volume exhausted from the 
open tank operation, should enter the work area at not 
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more than 200 fpm. It should be heated to within 10 
degrees of the general room temperature, and must not 
create a draft on workers. 


Vapor Degreasing Tanks 

The level of vapors in a vapor degreasing tank must 
be kept at least half the tank’s width from the top of 
the tank. A condenser or vapor-level thermostat is re- 
quired to keep this safe level. 

Two thermostatic safety controls are needed. One, 
provided above the vapor zone, controls the heat source 
when the temperature comes within 20 degrees of the 
solvent’s boiling point. The other, in the liquid zone, 
keeps the liquid from approaching within 10 degrees of 
the boiling point. Heating elements should be designed 
and maintained so that their surface temperature doesn’t 
decompose the solvent mixture. 


Inspection And Maintenance 

Watch out for hazards other than those posed by the 
vapors emitted from open tanks. Very often, floors and 
platforms around the tanks are permitted to become 
slippery. Best prevention: suitable grated or slin-nroof 
flooring. They should be cleaned frequently to keep 
them safe. 


Continued on page 67 
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Table 1: Hazard Potentials 


Table 2: Rate of Vapor Evolution 



































Hazard Flash Point Liquid | Degrees Relative 
Potential | Gas or Vapor Mist Tempera- | Below Boil- | Evapora- | Gassing 
Rate | ture,F | ing Point | tion (5) (c) 
A 0-100 ppm 0-100 »g/cu m |} under 100 F 1 | over 200 0- 20 Fast | High 
B 101-500 ppm | 101-500 ug/cu m 100-200 F , a 150-200 21-50 | Medium Medium 
C over 500 ppm | over 500 ug/cum| over 200 F 3 | 94-149 51-100 | Slow Low 
(ug=micrograms) 4 | under 94 | over100 | Nil Nil 











Table 3: Minimum Exhaust Velocities—in feet per minute 


TTI 





| 





























Enclosing Hood Canopy Hoods 
Class (See =e aie tn | Lateral vi 
Tables 1 and 2) One | Two Exhaust | Three Four 
Open Side | Open Sides | Open Sides Open Sides 

A-1, A-2, and B-1 "a | 100 100 | 125 175 
A-3, B-2, and C-1 65 | 90 75 100 150 
B-3 and C-2 50 75 50 75 125 
A-4, B-4, C-3, and C-4 Adequate general room ventilation required 








NOTES: 


(b) Determined by time for total evaporation. Fast: 0-3 hrs., Medium: 3-12 hrs., Slow: 12-50 hrs., Nil: over 50 hrs. (c) 


Don’t confuse gassing with boiling. Gassing is the formation of bubbles under the liquid’s surface, generally in aqueous solu- 
tions, and it can occur in cold solutions. 


Table 4: Characteristics of Commonly Used Substances 


Suggested Flash Boiling Rate of 

Hygienic Point Range Evapor- 

Standard (deg. F.) (deg. F.) ation 
Acetaldehyde.........:... B —17 70 Fast 
PMO Kcacécencsackouwacs B 0 134 Fast 
AGRON, Lid rience auweenus A —_ 127 Fast 
PRPGIORTUO csccccicicincs A 32 173 Fast 
Amyl Acetate (pure)....... B 77 300 Slow 
Amyl Acetate (iso)........ B 92 299 Slow 
Amyl Alcohol-n .......... A 100 280 Slow 
PTI So ce Sete veceisnee A 168 363 Nil 
Benzene (benzol) ......... A 12 176 Fast 
po, Araneae A 100 243 Slow 
PI ke etc eeecceeese B 30 176 Fast 
n-Butyl Acetate .......... B 72 260 Medium 
Butyl Cellosolve .......... B 141 340 Nil 
Carbon Disulfide .......... A —22 114 Fast 
Carbon Tetrachloride ..... A none 170 Fast 
CRTIOOIVE: ccd nesisnceccsce B 104 275 Slow 
Cellosolve Acetate ........ A 124 313 Slow 
CS A None 142 Fast 
CYHCIGHOEMANE § . «2. eescsvcess B 1 176 Fast 
CYCIOHORAHO! «occ icviccsses A 154 322 Nil 
Cyclohexanone ........... A 147 313 Nil 
CON a discedsnececss B 21 181 Fast 
o-Dichlorobenzene ........ A 151 354 Nil 
1-1 Dichloroethane ........ A 39 134 Fast 
1-2 Dichloroethane ........ A 70 181 Fast 
1-2 Dichloroethylene ...... B 43 141 Fast 
Dichloroethyl Ether ...... A 131 352 Nil 
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Suggested Flash Boiling 

Hygenic Point Range 

Standard (deg. F.) (deg. F.) 
Dichloromethane .......... B None 104 
Dimethylaniline .......... A 145 379 
RUMEN ¢ da ¢iimervedciesctes A 54 214 
BUG! ACGIMte: ccc i ccisicinc B 24 171 
Ethyl Alcohol ........ .... © 55 173 
Ethyl Benzene ............ B 59 277 
Po ee B = 49 95 
Baliy) SiHicate: . ..dccccceces A 125 334 
Ethylene Chlorohydrin .... A 140 264 
Ethylene Oxide ........... A <20 51 
Gasoline (benzine) ........ B <0 100-400 
ME Sra dcded uewauweeeas B 25 208 
Res cecetedontucucccaus B —15 156 
bs PEPTIC ECOL CTS B 100-165 306-405 
PGREEST GEID 6c ccccccccecs A 86 266 
Methyl Acetate ............ B 14 140 
Methyl Alcohol ........... B 52 147 
Methyl Bromide .......... A None 40 
Methyl Butanone ......... A ee 199 
Methyl Cellosolve ......... A 105 255 
Methyl Cellosolve Acetate. A 132 289 
Methylcylohexanone ...... A 118 325 
Methyl Formate .......... A 2 90 
Methyl Iso-butyl Ketone... A 73 244 
Monochlorobenzene ....... A 85 270 


Continued on 
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Nil 
Medium 
Fast 
Fast 
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Slow 
Medium 
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Medium 
Fast 

Nil 
Medium 
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Fast 
Fast 
Fast 

Nil 

Nil 

Nil 
Fast 
Medium 
Medium 
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STORM STARTS automatically when rate-of-rise oper- 
ated valves go into action. Part of the foam is 
thrown upwards to cool and protect ceiling, while 
major portion is sprayed down over protected area. It 
looks like snow, actually is bubbles in film of water. 


MOMENTS LATER, entire floor (below) is blanketed 
by foam. Build-up is at rate of three inches per 
minute, can keep going at this rate for 10 minutes if 
needed. Tenacious foam holds up over open trenches, 
visible in top photo, allows liquids to pass thrugh. 











It’s Foaming Up 
A Storm 


THE LAST WORD IN mechanical foam fire protection 
was unveiled recently at Solvay Process Division, 
Allied Chemical & Dye Corp., Syracuse, N. Y. The 
new system, conceived more than three years ago, 
originated with Factory Insurance Association engi- 
neers. 

ADVANTAGES of the new system are its ability to 
handle big fire-protection problems with a minimum 
of personnel exposure; its effectiveness without big 
investments in pumping and water-storage facilities. 

Solvay’s installation uses largely the same basic 
equipment that went into earlier mechanical foam 
systems (see Soup’s On; OH, Feb. ’50). Where it dif- 
fers is in the way it puts the foam blanket down. 
THE INSTALLATION uses open foam spray sprinklers 
beneath the ceilings, arranged about the same as 
conventional automatic open-head deluge sprinklers, 
with conventional rate-of-rise deluge valve opera- 
tion. Because of the corrosive atmosphere—they’re 
installed in buildings devoted to the chlorination of 
benzol—special design was needed for the sprinklers, 
actuators and all tubing seals, 

IN OPERATION, 6 percent foam-producing compound 
is fed into the water flow and is aerated as it passes 
through the foam spray sprinklers. What comes out 
looks like a heavy snowfall. Actually, it’s a uniform 
downpour of finely divided mechanical foam. The 
storm is so intense that it builds up two gallons of 
foam per minute over every square foot of floor—a 
blanket about three inches deep. The system can 
keep the storm going for 10 minutes, but that’s five 
times as long as it should take to knock out any fires 
under its protection. 

HOW IT WORKS. The mechanically-produced foam 
kills fire in two ways: It smothers fire by blanketing 
blazes. And because the foam is composed of many 
tiny bubbles surrounded by a film of water, it has 
rapid cooling power. Not only while in suspension, 
but wherever it comes to rest, the foam continues to 
absorb heat. 

The body of the foam is tenacious stuff. It won’t 
move through the grating-covered drainage trenches 
along the floor; it doesn’t break up when water from 
overhead sprinklers hits it. This permits the benzol 
—whether burning or not, to escape safely through the 
blanket and out the trenches without being exposed 
to the atmosphere. 
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SO THEY INVITED MR. STONEHOUSE TO SIT 
tf 
THEY RE RELAXING IN ON THIS PICTURE...When he founded the 
business many years ago, Mark and Mitzi were nowhere around... but they make u 
p 


for lost time, showing how to “watch out...be careful...avoid accidents.” 


FOR YOU SEE... THEY KNOW THIS IS THE SAFETY SPIRIT...FOR EVERYONE 

Third of a “Mark and Mitzi Stonehouse” series. 

gpa inc. MANUFACTURERS «© Stonehouse Bldg., 9th at Larimer 
"Signs Since 1863” Ss 4, Colorado 
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Circle No. 17 on reader service card for more information. 
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Don’t Take Chances Wi 


You PUT A LOT OF TRUST in a sling chain when you rig a 
load. Usually, it’s well placed: that chain is a versatile 
tool for saving human backs and muscles on all sorts 
of heavy lifting work. But don’t take it for granted. 
When the load starts to move, there is a big responsibil- 
ity riding with the chain. Protect your workers by mak- 
ing sure that the sling is able to do the task. Here are 
some of the factors that go into safe sling chain appli- 
cation: 

WHAT'S AN ALL-PURPOSE CHAIN? There is no such ani- 
mal. Every type and grade has a definite use. You 
don’t buy 20 feet of chain the way you order a pound 
of hamburger: find out what kind of chain each job 
calls for. You have a selection of chains made from 
wrought iron—both single and double, heat-treated car- 
bon steel, heat-treated alloy steel, stainless steel, Mon- 
el metal and silixon bronze. Wrought iron chain is 
hand forged, the steel chains electrically welded. Weld- 
ing steel chain is a touchy business; they have very 
narrow temperature ranges for dependable welds, and 
it takes a careful control to produce the kind of sling 
you trust with workers’ lives. 


Tensile strength—how much weight will it carry—is 
your first consideration in selecting chain. . But don’t 
forget another important factor: impact resistance. You 
may have to sacrifice strength to get resistance to im- 
pact. Of course, if you have fairly standard conditions, 
with no chance that a hook-up might slip or a bump in 
the crane tracks might jolt the load, then you can pick 
your chain from the high tensile groups for economical, 
safe use. But if operating ‘conditions vary—and can’t 
be corrected—then your best bet is one of the more 
ductile chains with better impact resistance. 


If you switch from iron:to one of the harder steel 
chains for a particular use, don’t assume that you can 
then use a smaller size chain. True, the smaller chain may 
have as greater—or greater—tensile strength as a larger 
size iron one; but its impact resistance decreases, Moral: 
consider both load and possible impact which chain 
must withstand when you buy. 

WHEN THE SLING IS WORKING, keep these safety point- 
ers in mind: 

e The angle of lift affects the actual load placed on 
the chain. The wider the angle, the greater the load. 
Unless you allow for the added stress imposed by wide- 
angle loads, you may be severely overloading your 
slings. Best procedure: keep the chain legs angled at 
60 degrees for safest application. 

e Hooks should not be loaded on the point; it’s their 
weakest part. If you can’t avoid it, get a specially de- 
signed hook for the purpose. 


e It isn’t possible to divide the load evenly when 
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es With Sling Chains 


you use slings with three or more legs. One or more of 
the legs will always take a disproportionately large part 
of the load. So use this rule-of-thumb to provide a 
safety factor against overloading: with a three-legged 
sling, figure the load as though you had only 2% legs; 
for a four-legged sling, figure it as though your sling 
had only three legs. 

e Careless hook-ups are just invitations to disaster. 
Chains are at their best when under tension. When a 
load bends one link, it destroys the even link-to-link 
tension. This is particularly dangerous if the chain has 
side-welded links. End-welded links give an added 
safety factor in such cases, since the weld isn’t subject 
to bending. A shorter link minimizes the bending dan- 
ger—but it can’t eliminate it; so, if chains are used over 
sharp corners, end-welded construction is desirable. 
INSPECT CHAINS regularly and you'll stave off a lot of 
trouble. How often depends on the uses to which differ- 
ent slings are put. But it should be done at regular in- 
tervals—and in a definite pattern. Here’s a suggested 
inspection procedure: 

A. Clean the chain thoroughly so that you can spot 
defects more readily. 

B. Hang it up for your inspection. It should hang 
straight. If it doesn’t, look closely for link distortion 
and signs of bending. 

C. Measure the chain’s reach (the distance from the 
inside of the crane ring to the inside of the hook.) Then 
check this measurement with the original length—you’ll 
find it on the manufacturer’s identification tag. If the 
length has increased, it’s due to one of two things: 
stretching—a definite sign of overloading; wear—caused 
by lack of lubrication or poor chain selection (too high 
a rating for the class of service.) An increase of more 
than three percent over the original length is cause for a 
careful study to determine causes and remedies. 

D. Lift each link from its seat and check it for groov- 
ing. If grooving is noticeable, check the stock diameter 
for reduction of area. If you don’t find grooving, in- 
spect for clearance between the links. To be free they 
should have a clearance of 20 to 25 percent of the stock’s 
diameter. If you have previously noticed evidence of 
overloading, pay particular attention to link stretching. 
Five percent stretching from overload should be the 
maximum allowable before discarding. 

E. Make a thorough check of links, rings and hooks 
for: bending, cracks (especially in the welds), scoring 
or marking (transverse markings are most dangerous), 
corrosion pitting, lifted fins (usually indicative of over- 
loading). Whenever defects are found, they should be 
tagged and set aside for replacement or repair. Safest 
method of handling needed repairs is to let the manu- 
facturer do it. 
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Safe Working Loads For... 
... Alloy Steel Chains* 
































Single Double Sling Double Sling Double Sling 
Sling Chain At 60° Angle At30° Angie At 15° angle 
Size of 
i és pte, 
%" 3,425 5,935 3,425 1,775 
546" 5,500 9,525 5,500 2,840 
34" 8,250 14,290 8,250 4,275 
lye" 11,000 19,050 11,000 5,695 
i" 14,000 4290 14,000 7,250 
6" 17,150 29,700 17,150 8,885 
5%" | 20,600 35,680 20,600 10,670 
344%" 28,750 49,800 28,750 14,895 
RR" 36,000 62,350 36,000 18,645 
jt 48,400 83,830 48,400 25,070 
... Wrought Iron Chains* 
Single Double Sling Double Sling Double Sling 
Sling Chain At 60° Angle At30° Angle At15° angle 
Size of 
Chain “~ ~ —_ 
¥," 2,700 4,700 2,700 1,450 
he” 3,450 5,900 33450 1,750 
y," 4,500 7,800 4,500 2,300 
5%” 6,900 12,000 6,900 3,550 
%," | 10,100 17,500 | 10,100 5,200 
7%," 14,000 24,000 14,000 7,250 
a 18,600 32,000 18,600 9,650 
1%” 23,400 40,000 23,400 12,000 
1y¥,” | 28,800 50,000 28,800 15,000 
1%” 34,500 60,000 34,500 17,800 
1Y,” 40,800 70,000 40,800 21,000 
15%” 46,500 80,000 46,500 24,000 
1%,” 52,500 91,000 52,500 27,000 
¥ 66,600 115,000 66,600 34,500 




















*In pounds, based on 62% percent of proof test. 
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PUSHBROOM SWEEPING 





SAVES $2100 YEARLY 
“71,256 sq. ft. cleaned in 8 hours 
against former method of 16 hours. 
In other areas, formerly swept en- 
tirely by pushbroom, savings run up 
to 76%.” (Food manufacturer.) 


SAVES 75% 
“Picks up forge dust, iron scale, 
borings, punchings, small scraps. 
Savings are 75% over hand sweep- 
ing.” (Building material mfgr.) 


Picture for a moment a Parker Floor 
Sweeper in your plant. 


One man can easily sweep 12-15,000 
sq. ft. in an hour’s time—and even 
more if the area is unobstructed. In one 
Operation, dirt and debris of all types 
are both swept and collected. Emptying 
is a matter of seconds. 


Now contrast this with pushbroom 
sweeping. Granted that a broom may be 
necessary in some hard-to-reach spots, 
but when used 100% of the time, think 
of the wasted manpower! 


Yes, a Parker Sweeper soon pays for 
itself—often in a matter of months. 
Send for our Parker Sweeper fact file. 


ARR: 


INDUSTRIAL 
FLOOR SWEEPERS 


Send for our 
Fact File 


I The Parker Sweeper Co., 
53 Bechtle Ave., Springfield 99, Ohio 


Without obligation, | would like to look over 
more information on your floor sweeper. 
















Firm 





Street 
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City State 





Circle No. 18 on reader service card. 
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When the mercury hits 90... 





. the remote bulb (A) signals the thermostat (B) which controls every water 
valve. Then the thermostat puts the system to work... 


. . . it turns on the roof sprinklers 





Pix: April Showers Co. 


You can improve ventilation, 
beef up roof fire protection by... 


Cooling From The Top 


THE THING YOU LIKE best in winter about a good roof—its ability to keep 
heat from escaping—becomes a disadvantage during the warm-weather 
months. Then its thermal insulation properties may work against worker 
comfort: roof coverings, framing and insulation are apt to act as a source 
of heat, instead of shielding against it. Since roof temperatures can run as 
high as 150° on a midsummer day, top floor occupants feel as though they 
are working under a furnace. 

A good way to prevent this heat build-up is by water cooling. Both by 

reflection and evaporation—probably more of the latter—water keeps the 
roof cool, makes it a source of cooling air instead of heat, 
SIMPLEST METHOD of water cooling is to flood the roof. All you need is a 
flat roof with a double surface of pitch or asphalt, a water-tight coping, a 
supply pipe (which can be run up the outside of the building, since the 
water is turned off in the winter) and an adjustable drain. The added 
weight of a couple of inches of water (10.4 pounds per square foot) shouldn’t 
be too great a burden for most roof constructions. 

In practice, the roof pool doesn’t work out quite as well as you might 
think. The theory behind its operation is that the water reflects solar 
energy. Test set-ups were dandy, because they were clean. But the soot, 


Continued on page 62 
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CLEAN AIR IS VENTED) 
OUTSIDE IN SUMMER . 


... RECIRCULATED 
THRU PLANT IN WINTER 


OIL FILTER TRAPS 
SMALL PARTICLES 





cleaning. Dust, largely cast-iron, comes through individual ducts from several different opera- 
tions. First, it goes through a dry-dynamic type collector, where heavy particles are trapped. 
Then the air prasses through oil-bath filter to catch fine partticles. The warm weather, air is 
then vented outside. But to save heavy heating bills in winter cleaned air is recirculated to 


the plant. 
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FOR BATCH FURNACES... . Each small batch furnace 
has two simple hoods to pick up fumes before they 
get into the workroom atmosphere. Large square 
hoods catch vapors when furnace doors (behind 
hinged section of conveyors) are raised. The small 
hood (arrow) spotted by flexible duct, eliminates 
fumes from the furnaces’ burner exhaust. 


Photos for 
OccuPATIONAL HAZARDS 
by Marsh Photographers 


FOR HOUSEKEEPING HELP .. .A refuse pick-up is 
built right into process-exhaust system. Stations 
are mounted at bottom of structural columns so 
that sweepers have only to push dirt to the nearest 
station, flip up the hinged door and let the dirt dis- 
appear into the duct. Ductwork carries trash and 
sweepings to the collector in the plant wood- 
working shop. Not only does it simplify house- 
keeping chores, but this system encourages cleanli- 
ness too. Having these handy automatic refuse-re- 
moval stations cuts down on the number of waste 
receptacles needed around the shop. 
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t these exhaust-system 


at Ford’s Cincinnati plant. They give... 


i Ideas For Better 


PLANT A CENTRALIZED SYSTEM FOR getting 
rid of fumes and dust in Ford 
Motor Co.’s Cincinnati transmis- 
sion plant would have cost less than the 32 separate air- 
handling systems the plant has installed: still Ford 
figures its dust-collector investment a sound one. The 
reason: whenever layout changes or expansions are in- 
dicated in the future, the present system won’t hamper 
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FOR GRINDING MACHINES . . . Flexible ductwork 
4 does the trick en each of the plant’s 27 dust-pro- 
ducing machines. Rigid ducts would be effective 
only when the carriages of the machines are immo- 
bile. Flexible duct allows hood to travel with the 
machine and trap dust as it is produced. Ducts from 
machines converge into a single header overhead. 
Header carries dust to a bank of oil-type collectors 
platform-mounted under the roof. Then, cleaned 
air can either be recirculated or vented outside. 
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Dust Removal 


the moves. In addition to the regular general circulat- 
ing system, Ford’s local exhaust equipment moves 
better than 4,000 tons of air per shift, each of the sys- 
tems operated by its own centrifugal fan. 

The way each dust and fume-producing operation is 
fitted with a system tailored for the job is an example 
of good exhaust installation. Some of them are shown 
here. Maybe they will solve problems in your plant. 


BE a! ae 


FOR OPEN TANKS... Lots of fumes and some flame 

5 are given off the oil quench tank, where hot gears 
and parts are dipped. The lateral hood fits over, 
and completely around, the top of the tank. It pulls 
in a large air volume, producing an airflow pattern 
like an inverted funnel. This catches rising fumes, 
prevents them from reaching the operator. The de- 
sign allows workers an unobstructed view of the 
tank, vents all fumes directly outside. Similar 
lateral hoods in heat-treat department employ air 
patterns that keep all fumes well below level of air 
being breathed by workers. 
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ALL-STAR 


ON ALL COUNTS! 








” Melanald 
DUSTFOE “55 


RESPIRATOR 


«oe Mewest of the Safety Stars! 


* BREATHING— 50% easier! 

* FILTER—new “Static-Web”! 

* MAINTENANCE—25% less! 

* WEIGHT —25% less! 

* SIZE—35% smaller! 

* AIR FLOW—Counter Gravity! 

* U.S. Bureau of Mines Approval 
#2166 for Dust 


Meet our newest safety star! Dustfoe 
#55 weighs less than 3 ounces—brings 
you all-star comfort and performance, 
protection! Revolutionary “Static- 
Web” throw-away filter retains dust 
‘electrostatically, needs no pre-filter. 
* Filter is 50% narrower to eliminate 
“blind spots’. There’s nothing finer on 
any count! Write for Bulletin & Prices. 


20 YEARS OF PROGRESS 










B-F-M® Donald 


COMPANY 


Manufacturers & Distributors of 
mm Industrial Safety Clothing & Equipment 





5721 West 96th St., Los Angeles 45 
Other Offices in San Francisco and Houston 







~ Circle No. 19 on reader service card. 
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POSTERS TELL all B & L workers just how the new marking system works. With 


explanations like this one, plus letters, bulletins and personal contacts, employees 
were acquainted with the floor-stripe messages. 


Bulletins explain a new system for... 


... regulating traffic 











¥ 


NO CONGESTION between personnel 
and vehicles, thanks to clear traffic 
markers which indicate passageways. 


Just Follow 
The Yellow 


Stripes 


—and Smoke 





... and smoking 


SMOKING ZONE is bounded by yellow 
stripe. Outside it runs a red line to indi- 
cate no-smoking area clearly. 


Ir A New York STATE inspector 
catches a worker smoking in a no- 
smoking area, it can cost the offen- 
der $50. The loss to other workers 
in the plant is even greater: cancel- 
lation of all smoking permits issued 
the firm. With these strict state 
limitations on in-plant smoking in 
mind, Bausch & Lomb Optical Co., 
Rochester, N. Y., looked around for 
a system that would leave no doubt 
in anyone’s mind just where smok- 
ing is permitted and where it’s not. 

The indicating method they hit 
on is as clear as the aroma of an old 
stogie. B & L simply expanded the 
marking system they had been using 


Continued on page 75 
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Always make it a point to LOOK FOR THE PAX 
ROOSTER! It’s your surest guide to products you can 
trust— your protection against substitutes. This nation- 
ally-famous PAX trademark identifies every container 
of PAX Industrial Cleansers. It signifies the unmatched 
standards of Quality, Performance and Value which have 
enabled PAX Products to maintain their year-after-year 
leadership for over a quarter of a century. 


PAX-LANO-SAV* HEAVY DUTY—The Aristocrat of all industrial granulated 
skin cleansers, is used by millions of workers in many thousands of plants all over 
America. It has been awarded the official seal of acceptance of the Committee on 
Cosmetics of the American Medical Association. 


A complete line of other granulated and powdered skin cleansers, each the finest in 
its price range. 


PAX-SOLV* WATERLESS SKIN CLEANSER PAX HECTO INK SKIN CLEANSING CREAM 
PAX “SOAP SAVER’ DISPENSERS PAX HI-SUDS* and SUDSLESS* FOR DISHWASHING 
LAUND-R-PAX* FOR THE LAUNDRY PAXALL" FOR GENERAL PURPOSE, CLEANING 
PAX F-54" FOR FLOORS PAX DEGREASERS 


The PAX cleanser line is complete. It will pay you to order all your needs from 
this one dependable source. Write for catalog and name of nearest PAX Distributor. 


*Trade name of G. H. Packwood Mfg. Co. 552-E 


G. H. PACKWOOD MANUFACTURING CO. 


1545 TOWER GROVE AVENUE = ST. LOUIS 10, MISSOURI 


Circle No. 20 on reader service card for more information. 
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Mic O announces 


new way to (| [ eater em ayes 


repels mosquitoes, 
ants, flies, 
chiggers, etc. 


for treatment of 
ivy, oak and sumac 
poisoning 


WRITE TODAY FOR DETAILS AND NAME OF NEAREST DISTRIBUTOR MEDICAL SUPPLY COMPANY, ROCKFORD, ILLINOIS 


Circle No. 21 on reader service card for more information. 
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safety, comfort and efficiency 


Famous Lotshaw’s PELLENT now packaged exclusively by 
MSco under Unit System for protection against mosquito 
and other insect bites 







Now—when field 
operations take your 
men into mosquito- 
ridden areas—you 
can provide them a 
proved safeguard. 
For just a little PELLENT rubbed on 
the hands, neck and face keeps mos- 
quitoes, flies, ticks, chiggers and other 
insects away for hours. 

No more lost time fighting mos- 
quitoes ... no more swatting around 
in dangerous quarters where a hand 
might accidentally get into hot wir- 
ing, machinery, etc. No more irritat- 
ing welts and itching to take the 
worker’s mind off his job. 


LESS THAN 2¢ A DAY 
An application of PELLENT, which 
lasts at least six hours, costs less than 
2¢. At less than a man’s wages for one 
minute you give him this excellent 
protection for his entire working day! 


Workers prefer PELLENT because 
it is a cream not a liquid. Easy to use 
... pleasant aroma...no stickiness 
... will not stain clothes. Just rub it 
in and it stays... doesn’t come off 
easily with perspiration. 


And now PELLENT is packed in 
its most economical, most efficient 
form for you—in the MSco Unit Sys- 
tem. Each MSco Unit contains six 
non-leaking 
tubes with safety 
spear caps for 
easy application, 
no spillage, no 
waste... always 
ready when and where needed. 


Make sure now that all your field 
first aid kits are equipped with MSco 
Units of PELLENT . . . for greater 
employee safety, comfort, and effi- 
ciency. 


MSco Poison Ivy Ointment, the first of its kind in the Unit 
System, proved in the field with over seven years of case 
history... used as a preventative or a cure 


Give your field workers the protection 
that only a product with proved field 
experience can offer. 

Here are excerpts from public util- 
ity field reports in the midwest: 

“We use the ointment as a prevent- 
ative .. . in 1950 we did not have a 
lost-time accident due to poison ivy 
and thus far this year we have had 


just one.” 
Mc 


“It is proving effective against "poi- 
son ivy, poison oak and poison 
sumac in approximately 75% of cases 
reported.” 

Ask your distributor, or write us 
direct, for complete details on MSco 
Unit packs of Poison Ivy Ointment, 
No. A-17 and PELLENT, No. 204A, 
for protecting the men who perform 
your field operations, 


Medical Supply Company 


ROCKFORD, ILLINOIS 





OUT IN THE OIL FIELDS, along the pipe lines, 
wherever men must work in mosquito-infested 
country, PELLENT is effective longer, gives bet- 
ter protection against efficiency-robbing insects. 





CONSTRUCTION CREWS, lumbermen, river barge 
workers, others in field operations find it easier, 
safer working when protected by PELLENT and 
MSco Poison Ivy Ointment. 





UTILITY WORKERS, railway maintenance men, 
highway crews and other workers in timber and 
brush country do their jobs faster, better, more 
comfortably when using MSco safeguards— 
PELLENT and Poison Ivy Ointment, 


Circle No. 21 on reader service card for more information. 
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How To 
Keep 

Your Floor 
Machines 
Humming 


That’s a mighty handy housekeeping 
tool, your floor maintenance machine. 
It puts big savings in your pocket, in 
terms of both time and labor. But it 
expects a little, reasonable care in 
return. Follow these manufacturers’ 
hints on getting the best service out 
of it. 

Thanks for help on the information 
in this article go to: American Floor 
Surfacing Machine Co., Hild Floor 
Machine Co., S. C. Johnson & Son, 
Inc., Kent Co., Multi-Clean Products, 
Inc. For pix, we are indebted to: S. C. 
Johnson and Multi-Clean. 








Tips on the 
care of 


scrubbers 


DE-WAX brushes with a good wax 
stripper, or with naphtha if you have 
used them on solvent-type waxes. 
Then allow them to dry thoroughly 
before putting them back in service. 
Replace worn brushes. Don’t store 
them on the machine. 


Tips on the 
care of 


vacuums 


TANK should be emptied and cleaned 
as soon as you finish using it. Handle 
it carefully: if it gets dented out-of- 
round, air leaks will rob the ma- 
chine’s efficiency. Wipe off the gas- 
kets too. Be sure to rinse off all soap 
solutions. 
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EVEN UNDER THE HARDEST use— 

and misuse—your floor cleaning 
PLANT : ; ‘ 
machines are built to give good 
performance. But you can add 
to their lives and the quality of 


their work by following a few pointers. 

What are the leading causes of machine failure? 
Manufacturers say that 1) failure to lubricate, and 2) 
dirt top all other trouble sources. 

Like any piece of machinery, a floor machine needs 
a certain amount of a specific kind of lubricant. The 
instructions shipped with it tell just how much and 
what kind. Without lubrication, the machine can’t 
operate satisfactorily—unless its drive and motor are 
permanently lubricated by the maker. Consult the 
manufacturer’s specifications for instructions. A word 
of caution: don’t over-lubricate. Too much grease is 
worse than not enough. It increases the moter’s work- 
load and causes it to overheat. 

Dirt produces abnormal wear, cuts the efficiency of 
any machine. On tank-type machines, make sure that 
clean pails are used to mix your scrubbing solution. If 
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VOLTAGE adjustment should be 
checked before starting machine. If 
wiring change is needed—from 110 
to 220 or vice versa, maker’s wiring 
diagram should be consulted. This 
one has it right on top of the motor 
housing. 


a Pa : 

CHECK HOSE regularly for obstruc- 
tions. Try to keep it from dragging 
over abrasive surfaces. When not in 
use, disconnect it and store in loose 
coils—no sharp creasing. Clean 
brushes of lint to allow maximum air 
passage and efficiency. 






FRAYED WIRES are dangers of wear 
and neglect. They’re the most fre- 
quent causes of shocks. Others to 
look for: metal objects lodged be- 
tween motor winding and core; cur- 
rent-carrying parts that touch the 
frame or motor case. 


SHAKE and brush off vacuum cleaner 
filters or filter bags after each use. 
Don’t wash them. For best perform- 
ance, empty dust and dry dirt often. 
Wipe off the gaskets of the filter bags 
too; replace them when worn. 






BRUSHES should be attached by plac- 
ing them on the lugs by hand. The 
common practice of starting the ma- 
chine and dropping it on the brush 
is a good way to break the drive lugs. 
A gear unit that runs noisily might 
be due to the same_ practice. 


SHUT-OFF valve on the wet pick-up 
adaptor should be checked regularly 
to keep it clean. Also be sure that 
plug and electric cord is in good 
shape. Having the machine lubricat- 
ed at scheduled intervals will prevent 
a lot of trouble. 











dirt gets into the solution, it can plug up valves. After 
use, drain and clean the tank before you store the 
machine. Flush the feed lines to prevent any cleaning 
solution from solidifying in them. If you make a prac- 
tice of cleaning and drying the exterior too, it will stay 
bright and easy to keep that way. Dirt is especially 
harmful to cords; it destroys their flexibility and cuts 
down their life-span. 

After using a vacuum for wet pick-up work, empty 
the tank before its contents can wet the dust filters. 
While moisture won’t harm the machine, it does cause 
dust to cake on the filter, reducing its efficiency. Filter 
should be shaken out occasionally. 


To Avoid Trouble: Follow These Tips 

e Electrical connections: The amount of trailing 
wire furnished with the machine is usually the length 
at which the machine will operate most efficiently. 
When you need an extension, be sure that it’s heavy 
enough to prevent a line loss due to the increased dis- 
tance from the electrical outlet. 

Make sure that you’re operating on the correct volt- 
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age. Check the name-plate on the machine for the volt- 
age at which it should be run. If needed, switch the 
wiring to accommodate the voltage available. 

Keep a close watch on terminals and connectors. 
They must be tight. If a grounding device is furnished, 
be certain that it’s connected. 

e Motors should be kept free from heavy dust ac- 
cumulations. Watch brush wear: it’s a safe policy to 
replace them when they have been worn to half their 
original length. They will still function, but it’s a lot 
cheaper to replace brushes than it is to gamble on 
having to replace the commutator of a scored armature. 

e Storing brushes and hose properly can add to their 
life. Take the brush off the machine, clean it and store 
it bristles up. Don’t stack brushes. If it is stored while 
wet, make sure that the bristles are out: that way, the 
moisture won’t be absorbed by the block. Hose should 
be cleaned and hung in loose coils—never kink it. 


Trouble-Shooting Guide 
For major repairs, better send the machine back to 
Continued on page 73 
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hife- ine FOR 
HARD-TO-REACH 
RESCUES 








EXTENSION UNIT 





For immediate and effective resuscita- 
tion of victims trapped or being extri- 
cated, rely on the E&J Micro Extension 
Unit. No larger than your hand, no 
heavier than your shoe, connected by 
just one hose line to its parent E & J 
Resuscitator, it is easy to carry and use 
in tight spots. Learn all about this 
handy life-saver without delay by 
writing today to... 


E&) Manufacturing Co. 


Dept. 521-4, Burbank, Calif. 





Circle No. 22 on reader service card. 
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Have You Heard...* 





. . - How Beverage Breaks Are Growing In Popularity? 


COFFEE AND SOFT DRINKS are import- 
ant safety stimulators, in the opin- 
ions of a lot of safety men. That’s 
the verdict of Fact Finders Associ- 
ates, Inc. a New York research 
group. FFA recently completed a 
survey of 1,160 companies across the 
country, turning up several interest- 
ing facts: 

e Beverage breaks are a fairly 
recent innovation, they discovered. 
Four out of five plants have inaug- 
urated them in the past 10 years, 
nearly 40 percent have had them 
only since 1945. Reasons why the 
breaks are valued, according to 
plant men: they reduce worker fa- 
tigue (82 percent of the respondents 
noted this); they boost morale; they 
tend to boost production; they even 
help to cut accident frequency — 
that’s the observation of one-third 
of the companies surveyed. So firm- 
ly entrenched is the coffee break be- 
coming that it’s included as a re- 
quirement in the union contract of 
22 percent of the reporting plants. 


e Nearly 70 percent of the com- 
panies make coffee or other bever- 
ages available on the premises—a 
time-saver over allowing workers to 
leave the grounds for their java. 
Most popular serving methods are 
the cafeteria (44 percent), canteens 
—portable or stationary (40 per- 
cent), vending machines (19 per- 
cent). The average length of the 
breaks ranges from 10 to 15 minutes. 

Along with the benefits of the 
breaks, plants experience certain 
problems, FFA found. The main 
ones: 

Lack of facilities to serve bever- 
ages, difficulties inherent in decen- 
tralized layout of buildings, abuses 
of the privilege by employees. When 
they asked, how would you recom- 
mend curing these ills?, the survey- 
ors got these answers: 1) police 
them more strictly, 2) hold them at 
specific times and of specific dura- 
tion, 3) improve your serving facili- 
ties with vending machines and 
portable canteens, 


... That Recent Laws Have Boosted Accident Costs? 


THE COST OF INDUSTRIAL accidents 
and illnesses continues to rise. 42 
out of 54 compensation laws (state, 
territorial and Federal) were chang- 
ed last year, broadening the scope 
of coverage and increasing benefits 
to workers. 32 states boosted death 
or disability benefits. Colorado, 
Delaware, Kansas, Florida, Missouri, 
New Mexico, North Carolina and 
North Dakota authorized more than 
20 percent increases in maximum 
weekly benefits — Florida’s jump 
from $22 to $35 being the biggest. 

When it comes to figuring bene- 
fits, Illinois allows the highest max- 
imum percentage of weekly wages: 
97% percent for'a worker with three 
children, 90 percent with two, 82% 
percent with one, 75 percent with 
none. Indiana and Iowa both in- 
creased their maximum percentages 
too. 


Oklahoma, until last year the only 
state with no death-benefit provi- 
sion, adopted one last year. Maxi- 
mum payment: $13,500. 

Maximum period for benefit pay- 
ments was extended in Connecticut 
(from 312 to 520 weeks in fatal 
cases, 624 to 780 weeks for disabili- 
ties), Florida (from 350 to 700 
weeks for permanent-total disabili- 
ties) and Iowa (from 490 to 500 
weeks). 

e In occupational disease cover- 
age, 30 of the 54 laws now provide 
for full coverage. Maryland switch- 
ed last year from scheduled to full 
coverage, following the recent trend. 
Occupational disease coverage was 
enacted for the first time by the 
legislatures of Alabama (pneumo- 
coniosis) and Vermont (seven di- 
seases). A number of other states 


Continued on page 75 
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AVAILABLE NOW...THOM M‘AN CHEMICAL SAFETY SHOES 


~ Completely stitched with DACRON thread 


| 
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to recict nypRocHLoRic, SULPHURIC, AND 


é NITRIC ACIDS...CAUSTICS AND BLEACHES 
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| > 2222 : Men Wear 
THOM McAN SAFETY SHOES 


Willingly 
! 
@ Now you can order famous SOLD TWO WAYS 
Thom McAn steel toe, Safety Shoes 1. Stocked for your men in Thom McAn stores. 
specially made for the chemical 2. Sold direct to plants. 
industry ...a sturdy plain-toe work Details of this service, plus information on the 4-way employee purchase 


plan, and the Thom McAn safety shoe features, should all be on your desk. 


oxford, completely stitched with Just write us and we'll see that they get there. 


du Pont’s chemical-resistant 
DACRON thread. This thread 
keeps its original strength under the 


THOM MCcAN SAFETY SHOE DIVISION, 25 W. 43rd St., New York 18,N.Y. 
v 


most difficult chemical conditions 
... helps maintain shoe shape for 
longer wear. With oil-resistant sole 
and heel. 


A DIVISION OF MELVILLE SHOE CORPORATION 





Circle No. 23 on reader service card for more information. 
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Distributors in 
principal cities 


E. D. BULLARD COMPANY 
275 EIGHTH STREET, SAN FRANCISCO, CALIFORNIA 


Circle No. 24 on reader service card. 
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Product Information 





EVERY TYPE of self-sticking safety sign, marker and tape 
made by W. H. Brady Co. is included in a big, new 
catalog. Each section is tabbed for easy reference. De- 
signed to serve as a working handbook of safety signs 
and markers, the catalog contains a sample, plus com- 
plete info on thousands of different stock messages. Free 


Circle No. 101 on reader service card for more information. 


GNE MAN CAN move a freight-car door with ease and safety when he has 
the help of an E-Z-Way mechanical door opener, according to the maker. 
Easily carried, it exerts 4,000-pounds pressure, can’t wear out. Illustrated 
data sheet is yours on request. 


Circle No. 102 on reader service card for more information. 


A FAST WORKER—twice as fast as aspirin, says the 
maker—that stymies headaches, muscular pains and 
neuralgia to keep workers on the job, is Bufferin. For 
facts on how it works, data on special industrial dispen- 
sary package, ask Bristol-Myers Co. 


Circle No. 103 on reader service card for more information. 


ALLOY STEEL SLINGS are rough and tough, but you should know all about 
them to get safest performance in their use. S. G. Taylor Chain Co. has a 
free booklet that provides full facts: it’s entitled Care, Use and Inspection 
of TM Alloy Steel Chain. They will be glad to send you a copy on request. 


Circle No. 104 on reader service card for more information. 


COMBUSTIBLE WASTES are a major fire hazard. You can 
get them out of the way safely with a Morse Boulger in- 
cinerator. Special installation problem? Just take a 
look at the company’s illustrated brochure: it shows 
types of incinerators for every need. It’s free for the 
asking. So is a survey of your needs. 

Circle No. 105 on reader service card for more information. 


CONTROLLED COMPRESSION is the secret of the new Custanite safety ham- 

mer. That’s what keeps it from chipping and mushrooming. And its non- 

ferrous construction prevents sparks. For complete info on this safety tool, 

including size and price data, ask for a copy of the illustrated brochure. 
Circle No. 106 on reader service card for more information. 


54 COMMON PROBLEMS in cleaning and related house- 
keeping chores are dealt with in a manual offered free 
by Oakite Products, Inc. Arranged alphabetically for 
quick reference, the book gives time and money saving 
methods for cleaning washrooms, floors, and a number 
of other jobs. 


Circle No. 107 on reader service card for more information. 


12 PHOTOS, 7 DRAWINGS and 2 elevation drawings are included in Pang- 
born Corp.’s new 8-page booklet describing its cloth-bag collector. The 
booklet covers the new unit from frame to wing-nuts, gives complete facts 
on construction, applications, maintenance helps. Info too on installation 
for a variety of disposal methods. 

Circle No. 108 on reader service card for more information. 


For more Product Info, see page 78 
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Cushions the Feet 
Not Affected By— 

Oil + Heat + Cold 
Grease « Acids 
Caustics * Gasoline 
Won’t Pick Up Metal Chips 
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Light Weight 
Non-Slip 


Water Proof 





A Product of Importance to 
All Men Interested in 


SAFETY! 


We, at Gro-Cord Rubber Co. firmly believe 
that the new NEO-CREPE sole, made of 
du Pont Neoprene, is the finest all-around 
industrial sole ever developed. We say this 
because thorough testing under actual work- 
ing conditions has proven the following: 

NEO-CREPES are extremely slip resistant 
under practically all floor conditions. This is 
vital in reducing accidents caused by slipping. 

NEO-CREPES are comfortable. They are 
springy but not mushy, tough but very pliable, 
and protect the feet from bumps and bruises 
caused by stepping on hard, lumpy objects. 

NEO-CREPES are the lightest weight safety 
soles ever produced by Gro-Cord Rubber Co. 
The feet of your workmen will be free from 
fatigue at the end of the day. 

Twenty-five years of “know how’’ in safety 
sole manufacturing has gone into this product. 
All of the known faults that have come to our 
attention in the past years have been elimi- 
nated in NEO-CREPES. So we say to you, 
“Do all you can to get your men to wear 
NEO-CREPE soled shoes, for once they walk 
on NEO-CREPES they’ll always walk on 
NEO-CREPES.”’ 


v 


GRO-CORD RUBBER CO. 


LIMA, OHIO 


Canadian Plant 


GRO-CORD RUBBER CO. of CANADA LTD. 
Tillsonburg, Ontario 


Circle No. 25 on reader service card for more information. 
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In VOL SAFLTY. . ° 


it's the INSIDE _ s 


We concede that no safety box toe can be made regardless of its basic steel, its gauge, 
or its profile that can not be collapsed by unusually extreme striking force. As we see it, 
the job of a steel safety box toe is to reduce as far as possible the potential of the accident 
— to be so protective as to cause an important percentage of amputations to become 
fractures, and fracture cases to become abrasions, and in innumerable instances of lesser 
accident save the wearer from as much as a bruise. Since the best steels are already in 
use and since increased gauge means wearer discomfort from weight, only architectural 
improvement can make steel toes safer. Toes that resist back-tipping — that buttress the 
toe dome under extreme toe-spring — that present greater bearing surface against the 


shoe upper in resisting lateral spreading — may well mean the difference between minor 


and serious injury to the wearer. Such toes are available to your safety shoe supplier. 
They are known as WINGUARDS. 





FOR SAFETY DRESS SHOES FOR SAFETY WORK SHOES . 


Circle No. 26 on reader service card for more information. 
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SAFETY SHOE MANUFACTURERS 
LICENSED TO USE WINGUARD 
STEEL SAFETY BOX TOES 


| as of Jan. 1, 1952 
UNITED STATES 
Allen-Squire Co. 

Spencer, Mass. 

G. H. Bass & Co. 

Wilton, Maine 

Belleville Shoe Mfg. Co, 


story that counts aoa 


Charles A. Eaton Co. 

Brockton, Mass. 

Endicott Johnson Corp. 

Endicott, N. Y. 

General Shoe Corp. 

Nashville, Tenn. 

Georgia Shoe Mfg. Co. 

Buford, Georgia 

Joseph M. Herman Shoe Co, 

Millis, Mass. 

Hill Bros. Co. 

Hudson, Mass. 

Holland-Racine Shoes, Inc. 

Holland, Michigan 

International Shoe Co. 

St. Louis, Missouri 

Iron Age Division = 

H. Childs & Co., Inc. 

Pittsburgh, Penn. 

Knapp Bros. Shoe Mfg. Corp. 

Brockton, Mass. 

Leverenz Shoe Co. 

Sheboygan, Wisconsin 

J. F. McElwain Co, 

Nashua, N. H. 

Milwaukee Shoe Co. 

Milwaukee, Wisconsin 

Musebeck Shoe Co. 

Oconomowoc, Wisconsin 

A. H. Weinbrenner Co, 

Milwaukee, Wisconsin 

Wolverine Shoe & Tanning Corp, 

Rockford, Michigan 
CANADA 

J. A. Blais, Inc. 

$t. Cesaire, P. Q. 

6. A. Boulet, Limited 

St. Tite, P. Q. 

Canada West Shoe Mfg. Co., Lid, 

Winnipeg, Manitoba 

J. A. & M. Cote, Ltd. 

St. Hyacinthe, P.Q. 

Daoust, Lalonde, Inc, 

Montreal, P. Q. 

Frontenac Shoe Ltd. 

Quebec City, P. Q. 

The 6 and B Shoe Co, 

Campbellford, Ont, 

Greb Shoe Co., Ltd. 

Kitchener, Ontario 

Hydro City Shoe Mfrs. Lid. 

Kitchener, Ontario 

Palmer-McLellan Shoe Co., Ltd. 

Fredericton, N. B. 

The T. Sisman Shoe Co., Ltd. 

Aurora, Ontario 

The Stag Shoe Co., Ltd. 

Montreal, P. Q. 

Sterling Bros., Limited 

London, Ontario 

Tetrault Shoe Ltd. 

Montreal, P. Q. 

The Tillsonburg Shoe Co, 

Tillsonburg, Ontario 

Underhills’ Limited 

Barrie, Ontario 

Valentine & Martin Ltd, 

Kitchener, Ontario 

Williams Shoe Ltd. 

Brampton, Ontario 


N GG SAFETY BOX TOE COMPANY 
812 Statler Office Building 


Boston 16, Massachusetts 


SHOT STC LON TOES secrwin sony 


) Dover, N. H., sales agents for the 
Circle No. 26 on reader service card for more information. United States. Canadian sales agents: 
Beckwith Box Toe Ltd., Sherbrooke, P.Q. 
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Save with Safety! | 
Order these 


quality lenses direct! _ 





i TRADE MARK 





We. INDUSTRIAL LENSES 


Cut your costs by ordering these quality 
lenses direct from one of America’s most 
experienced lens makers. Penoptic* Indus- 
trial Lenses exceed all Federal Specifications. 
You can depend on their quality ... and save! 


A Complete Line 
PENOPTIC* WELDING LENSES 
PENOPTIC* SAFETY LENSES 
Write for folders and price lists 


Order direct from the maker 


PENNSYLVANIA OPTICAL COMPANY 
READING, PA. 
Known for Fine Ophthalmic Products Since 1886 
*PENopTIc is the trade name of Pennsylvania Optical Company. 





Circle No. 27 on reader service card for more information. 
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Right Off The Docket 





Match Head 
Flew Into Eye 


RUMPLE’s JOB WAS TO deliver and 
install soft-water tanks in custom- 
ers’ homes. He had just completed 
one installation on the day in ques- 
tion, and was ready to drive to the 
next stop. After starting the motor 
of his truck, he prepared to light a 
cigarette. But when he struck the 
match, the head of it flew off and 
struck him in the eye. He lost the 
eye as a result of this injury, and 
was unable to work for nearly four 
months. 

Was the loss a compensable one? 
Certainly, Rumple held. He was 
busy performing his duties when the 
accident occurred. And he contend- 
ed that anything necessary to his 
own health and comfort—such as 
smoking, warming himself, seeking 
shelter, etc.—should be considered 
as incidental to his employment. 

Couldn’t he have been injured in 
the same manner—that is, by being 
hit by the head of a defective match 
—even if he hadn’t been working? 
the court asked. True, the injury 
occurred in the course of Rumple’s 
employment, but it didn’t arise out 
of it. The cause of his losing his eye 
was not connected in any way to his 
job: the risk was the same as that 
to which the general public is ex- 
posed. 

Even though Rumple was on the 
job when injured, and was perform- 
ing duties required by his employ- 
ment, his accident can’t be traced to 
that employment as a cause. The 
Compensation Act protects workers 
against risks and hazards caused by 
their occupations; but it doesn’t in- 
sure their safety against all hazards, 
simply because they happen to be 
working. Claim denied. 

Hill-Luthy Co. v. Industrial Com- 
mission et al, Supreme Court of II- 
linois, January 24, 1952. (103 NE2nd 
605). 


Killed Crossing 
Railroad Tracks 


THE MILLER Division of B. F. Good- 
rich Co. covers nearly an entire city 
block in Akron, Ohio. The only part 
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of the block it doesn’t own is one 
small corner and a short length of 
railroad right-of-way. For a num- 
ber of years, the railroad property 
has been a popular and short route 
of approach for workers entering 
the plant: they park their cars in 
company-owned lots, then walk 
down the right-of-way to the plant. 
Of course, Goodrich provided em- 
ployee entrances to the building; 
but they were not as easily acces- 
sible from the parking lots. 

Collier, an employee, parked his 
car in one of the private lots, crossed 
the street to the railroad right-of- 
way, and started walking along the 
side of the tracks towards his job. 
As he started across the tracks, he 
was struck and killed by a locomo- 
tive. 

The death should be compensable, 
it was claimed; and a recent Ohio 
decision was cited. In this case— 
Sebeck v. Cleveland Graphite 
Bronze Co. (76 NE2nd 892) — the 
term “zone of employment” was 
used to indicate an area near the 
place of employment where hazards 
facing employees are greater than 
those which the non-employee faces 
in his ordinary pursuits. Collier was 
killed, claimed his family, in just 
such a zone. 

Not so, ruled the court. The em- 
ployer provided regular modes of 
entry to the plant. Even though it 
had been customary for some years 
to enter the plant by crossing over 
railroad property, it was still tres- 
passing. Just because this approach 
was more convenient than those 
provided, does not bring it within 
the zone of employment. Claim de- 
nied. 

Collier v. B. F. Goodrich Co., 
Court of Appeals, Summit County, 
Ohio. December 27, 1950. (90 Ohio 
Appeals 181). 


Was Death Due 
To Intoxication? 


SOWARD, A MECHANIC, was given to 
drinking sprees. Since these bouts 
with the bottle prevented him from 
working, he was paid on an hourly 


Continued on next page 








there’s a 


tht GIZE 


for your 


yet Heacard! 


HOFFCO-VAC 
Heavy-Duty Portable 


VACUUM CLEANERS 








Designed to Remove Dust 
from Larger Areas of 
Floors, Walls and 


Overhead Surfaces 
at Lower Cost! 


Choose from four sizes (114, 3, 
5 and 72 H.P.).. . available with 
T.E.F.C. Class I and Class II motors 
for hazardous locations. Also, a 
gasoline engine powered 5 H.P. 
model. FREE Engineering Survey of 
your dust conditions to help you 
select the right Hoffman portable 
for your specific requirements. 


STATIONARY SYSTEMS IN 
A WIDE RANGE OF SIZES 


Hoffman Also Builds Multi- 
stage Centrifugal Blowers 
and Exhausters, for Air or 
Gas, in a wide range of 
capacities, pressures and 
vacuum. 


WRITE FOR BULLETINS 


U. S$. HOFFMAN 


MACHINERY 


CORPORATION 


AIR APPLIANCE DIVISION 


98 EAST 12TH ST., NEW YORK 3; N.Y 
CANADIAN PLANT: NEWMARKET, ONT 


Circle No. 28 on reader service card. 
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INDOORS and OUTDOORS 
YOUR 
BEST protection 
FOR 
FLAMMABLE LIQUID, 
GAS AND ELECTRICAL 
FIRES 


® ANSUL om 


FIRE EXTINGUISHING 
EQUIPMENT 














Electrical Fires 


Gas Fires 


Flammable Liquid Fires 


Ansul Dry Chemical Fire Extinguishing 


HAND PORTABLES Equipment has world-wide recognition as 


‘ preferred protection for flammable liquid, 
WHEELED PORTABLES gas and electrical hazards. Yet a surprising 
. number of Ansul Extinguishers are used to 
STATIONARY protect textile mills and paper mills against 
EXTINGUISHERS serious loss from surface fires such as occur 
POD... A in textile lint and combustible paper dust. 

. The textile and paper making industries rely 


on Ansul Extinguishers for quick control of 
TRAILERS AND dangerous flash fires in class “A” (ordinary 
SELF-PROPELLED combustible) materials. Any remaining em- 
UNITS bers are quenched with small quantities of 
water, thereby keeping water damage at a 
minimum. 
Surface fires in textile lint and combustible 
dusts spread rapidly. They need quick con- 
trol. If you have serious lint or dust hazards, 
talk with your Ansul representative. He may 
have suggestions to reduce fire damage and 
lost production time. 


TRUCK MOUNTS, 





Send for File No. 906. You will receive 
a variety of helpful printed matter. 
Included is our latest catalog which 
describes Ansul Extinguishers of all 
sizes —- from the small Ansul Model 4 
to Ansul Piped systems and Ansul 
2000 Ib. Stationary Units. 


ANSUL 


CHEMICAL COMPANY 


Fire Extinguisher Division 
MARINETTE © WISCONSIN 


@FFICES AND DISTRIBUTORS IN PRINCIPAL CITIES IN THE U.S.A., CANADA AND OTHER COUNTRIES 
ALSO MANUFACTURERS OF INDUSTRIAL CHEMICALS, REFRIGERANTS AND REFRIGERATION PRODUCTS 


Circle No. 29 on reader service card for more information. 
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RIGHT OFF THE DOCKET 
Continued 





basis when he was needed and was 
able to work. 

After removing a damaged power 
unit from one of the company’s 
wagons, he asked—and was permit- 
ted—to take part of the day off so 
that he and his wife could celebrate 
her birthday. Soward loaded the 
power unit into his car, when re- 
quested by his manager to try to buy 
necessary parts for it on his way. 
He couldn’t get the parts, so he con- 
tinued with his celebration. The fol- 
lowing day, he and his wife started 
back towards their home, with his 
wife driving. On this trip, the car 
went out of control and Soward was 
killed. 

Since their trip was required by 
their effort to get needed parts for 
a company vehicle, Soward’s widow 
filed for compensation. But he was 
drunk, countered the employer. His 
death wasn’t occupational; it was 
alcoholic. 

Medical testimony was in conflict 
on the point. The widow contended 
that she wasn’t intoxicated, and 
there was nothing in the record to 
indicate that she wasn’t able to drive 
the car properly. The burden of 
proof, ruled the court, is upon the 
employer to establish that the death 
was caused by his intoxication. 

Since there was no witness to the 
accident—except the widow—and 
nothing to indicate that Soward’s 
condition had anything to do with 
his death, the claim was allowed. 

Industrial Indemnity Co. v. Indus- 
trial Accident Commission et al, 
District Court of Appeals, Third Dis- 
trict, California. January 14, 1952. 
(239 P2d 477). 


Nervous Condition 
Follows Auto Mishap 


SMITH, A TRUCK driver, was involved 
in a traffic accident. A passing auto- 
mobile sideswiped the left-front 
fender of his truck. He suffered a 
jolt, but after the investigation he 
picked up another truck and fin- 
ished the day’s work. 

At the end of his work, he went 
to a doctor. The physician found no 
evidence of physical injury, but 
gave him a sedative to calm his 
nerves. He worked as usual the fol- 
lowing three days. 


Continued on page 48 
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NEW GRATING STOPS 


SLIPPERY FLOORS... 


REVOLUTIONARY ANTI-SLIP GRATING 
ELIMINATES DANGEROUS WALKING 
CONDITIONS, GUARANTEES SURE FOOTING. 





Photo of anti-slip grating undergoing test. 





Test proves unique 
traction of 
FIRM-GRIP grating. 


In a recent test, a stock 
strip of BUSTIN FIRM- 
GRIP grating was sub- 
merged in heavy chassis 
grease then raised to a 
15° slant as shown above. 
Even under these extreme 
circumstances a man car- 
rying a bulky box was 
able to walk easily up and 
down the strip maintain- 
ing perfect balance! This 
test dramatically demon- 
strates BUSTIN FIRM- 
GRIP’s amazing traction 
qualities even under the 
severest of conditions. 


_ I, oes 
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Special grating 
cuts 
accident rate. 


One of the most com- 
mon forms of time-lost 
accidents . . . injuries re- 
sulting from falls, caused 
by slippery foot-traffic 
areas, can now be elimin- 
ated. Industrial plants, 
from coast to coast, find 
BUSTIN FIRM-GRIP grat- 
ing cuts hazards of falling 
in sections of plant where 
grease, oil or water are 
likely to be found; at stra- 
tegic points such as, cat- 
walks, runners, steps and 
general flooring. 








Oil, Grease and Water 
no longer hazards to 
industrial safety. 


With the installation of 
BUSTIN FIRM-GRIP grat- 
ing, there is no longer any 
need to worry about slip- 
pery floors. FIRM-GRIP 
grating gives employees 
and plant safety men new 
peace of mind. 





‘Versatility’ Keynote 
of product. 


Adaptable to a wide range of 
uses, BUSTIN FIRM-GRIP grating 
is being used successfully in 
many industrial applications. 
Moderate price, plus its safety- 
insurance design, combine to 
make FIRM-GRIP grating ideal 
for such uses as Loading Ramps, 
Catwalks and Platforms, Stair 
and Ladder Foot Treads, Running 
Boards, Tire Steps, Step Bars, as 
well as general flooring. Special 
‘bridge’ application, shown above, 
is designed to overpass floor 
obstructions. 


MAIL THIS COUPON—NOW 


i 
BUSTIN FIRM-GRIP GRATING CORP. ! 
110 E. 130 Street, New York 37, N.Y. 
’ 
| 
t 


v 
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Superior design and 
construction responsible 
for success. 


The outstanding preference, be- 
ing shown by safety men, for 
BUSTIN FIRM-GRIP grating is ac- 
credited to its superior design and 
construction. Standard patterns are 
produced in %” stock, painted or 
galvanized finish, with exclusive 
tread patter gi ed for un- 
usual walking comfort as well as 
safety. Important feature of FIRM- 
GRIP’S design allows even nar- 
row truck casters to glide smooth- 
ly and freely over its surface. 











FIRM-GRIP GRATING is made 
by BUSTIN FIRM-GRIP GRATING 
CORP., New York City. leading 
producer of safety-engineered 
gratings. Send for free BUSTIN 
booklet that shows all types of 
industrial applications, for FIRM- 
GRIP grating, and product speci- 
fications. 


Please send me your FREE booklet showing the 
many industrial uses of FIRM-GRIP grating. 
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Late the fourth day, his wife 
found him in a stupor. She called 


the doctor. After an examination, 
the doctor called in a psychiatrist. 
His diagnosis of Smith’s condition: 
conversion hysteria and_ possible 
dementia praecox, with no evidence 
of traumatic injury. 

Whether this condition was com- 
pensable or not hinged on the Flor- 


ida Compensation Act. The law de- 
fines accident as an “unexpected or 


unusual event, happening  sud- 
denly.” And it specifically excludes 
from compensability mental and 
nervous injuries due to fright or ex- 
citement only. 

So, said the court, unless you can 
show a physical injury, rather than 
simply fear or excitement, as the 
cause of Smith’s condition, he can’t 
collect. An examination of all evi- 
dence showed no traumatic injury 
of any kind. In addition, tracing 
Smith’s past personal history 
brought out these facts: he was con- 








industry 





GREEN LAKE 


Industrial Division 


FABRIKO, INC. 





INDUSTRIAL GARMENTS 















Protect your workers against industrial hazards, 
boost morale, and step-up production with 
Fabriko SAFETY-WEAR! These newly designed 
garments represent the very latest developments 
in the most efficient materials for maximum 
worker protection at low cost. SAFETY-WEAR 
offers a wide selection of standard and special- 
ized protective aprons to meet the requirements 
of practically every operation in all types of 
— protection against oil, grease, alkali, 
chemicals, and most acids, etc. —where high 
resistance to abrasion is required—where clean- 
liness is foremost—etc. 


Write today for complete information. 








Protective Aprons 
Hycar Double Coated 
Heavy Vinyl Coated 
Vinyl Plastic 
Chrome Leather 
Duck or Denim 
Our engineering department 
will be glad to assist you in 
the special design of aprons 
made in any of the above 
materials. 
Protective Sleeves 
Hycar Double Coated 
Vinyl Plastic 
Caps 
Women’s — for long 
or short hair 
Men‘s — visor or over- 
seas style 











WISCONSIN 
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stantly in financial difficulties: he 
was under nervous stress much of 
the time. 

At most, the court ruled, Smith 
was afflicted with a mental injury 
caused by excitement and fear. And 
these causes are not compensable by 
state law. Claim denied. 

City Ice & Fuel Division et al v. 
Smith, Supreme Court of Florida, 
Division B, January 15, 1952. (56 
S2nd 329). 


Arm Injury 
Caused By Shock 


WHILE PLUGGING AN electric iron into 
an outlet, the claimant suffered an 
electrical shock. Shortly after the 
accident, she developed a disability 
of the left arm. On the strength of 
an impartial physician’s opinion that 
the arm injury was related to the 
shock, the injury was deemed com- 
pensable. Claim allowed. 

In re Karelis’ Case, Supreme 
Court of Suffolk County, Mass., 
January 4, 1952. (102 NE2nd 773). 


How Long Does Temporary 
Disability Last? 


MONACO SUSTAINED A concussion of 
the brain and spinal injuries in an 
occupational injury. He was hos- 
pitalized for a month, then taken 
home—but kept under a doctor’s 
care. He never fully recovered his 
health. 

How long does his temporary dis- 
ability continue? When can the ex- 
tent of permanent disability be de- 
termined? These were the questions 
posed by Monaco’s employer. You 
can’t use hindsight, alone, said the 
court, to determine the length of a 
temporary disability. Further im- 
provement must be anticipated and 
allowed for. In fact, a disability is 
deemed to be temporary until, after 
the course of prescribed treatment 
and observation, it is finally dis- 
covered by physicians to be perma- 
nent, 

Monaco’s condition was not con- 
sidered hopeless until after an oper- 
ation more than two years after the 
accident. And, since there was a 
slight improvement after the surg- 
ery, temporary disability was con- 
tinued for another five months. The 
employer is required by statute to 
furnish all necessary medical and 
surgical treatment—or to pay for 
them. But he isn’t required to pro- 
vide them unless requested by the 
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1 FACE PIECE— 


7 CARTRIDGES 


(Quickly Interchangeable) 








*WITH R31 CARTRIDGE — For 

low concentration of light organic 

vapors and = in paint spraying, 
. ~ Esse! ; 





& ig» ary g < g 
etc. Absorbs vapors of benzene, 
xylene, toluene, gasoline, naphtha, 
acetone, turpentine, etc. 


RESPIRATORY 


PROTECTION 








ee J 


*WITH R32 CARTRIDGE — For 
low concentrations of acid gases, 
mists — sulphuric acid, hydrogen 
chloride, etc. Used in plating, pick- 
ling operations and similar. 





*WITH R15 CARTRIDGE — For 





and p 
ducing dusts. (BM-2121) 











*WITH R33 CARTRIDGE — For 
iow ti of bined acid 
and organic gases such as halogenated 
hydrocarbons, carbon tetrachloride, 
acetic acid. Protects in degreasing 
operations, etc. 








*WITH R16 CARTRIDGE — For 
toxic dusts not significantly more 
harmful than lead. (BM-2138) 








tii» ‘ 
“Stirees Armee 


— 


*WITH R34 CARTRIDGE—Protects 
against nui i of 
ammonia. 











*WITH R17 CARTRIDGE—For all 
dusts not significantly more toxic 
than lead. (BM-2138) 











Protect against Dusts, Gases and Vapors 
WITH THE AO R2000 RESPIRATOR 


When a variety of hazardous vapors, gases or dusts are a problem, you can 
now simplify the protection and save money by standardizing on the AO 
R2000 Respirator. Its single, basic face piece accommodates four chemical 
cartridges of NON-SPARKING metal and three dust cartridges which, while light 
in weight for comfort, have maximum filtering capacity. CARTRIDGES INTER- 
CHANGE WITH A TWIST OF THE WRIST—one twist removes outer cover, a second 
replaces it. Respirator may also be used with highly efficient, chemically-treated 


disposable dust filter. - 


Your nearest AO Safety Products 
Representative can supply you 


American @ Optical 


QUICK RESPIRATOR FACTS 
e Face mask molded from pliable rubber. 
e 14" rubber headband. 
e Inhalation valve of pure gum rubber freely 
admits air at lightest intake of breath, seals 
tightly on exhalation. : 
¢ Exhalation valve cannot stick, completely 
expels air—moisture cannot collect, dust can- 
not enter. 
* Disassembly for cleaning 
is easy without special 
tools. 


SAFETY PRODUCTS DIVISION 





SOUTHBRIDGE, MASSACHUSETTS « BRANCHES IN PRINCIPAL CITIES 
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JUDSEN 


WHAT IS THE REAL COST OF 
KNEE DISORDERS? 


Here’s one cost to your plant that may be hard for 
you to determine. Why? Because in many cases there 
is no actual injury to the knees due to kneeling 
work. Soreness, stiffness of not only the knees but 
of the back, arms and legs may result from working 
on hard, rough floors without adequate knee pro- 
tection. These ailments that lower the overall effici- 
ency of workers can cost your company greater loss 
of production than many direct injuries which result 
in lost man-hours for only a limited period of time. 








HOW CAN I MAKE KNEE WORK 
SAFER IN MY PLANT? 


There is one sure way of eliminating crippling knee 
disorders. Supply your workers with soft, comfort- 
able, long wearing Judsen Knee Pads. Any kneeling 
work is easier and less hazardous because Judsen 
Knee Pads positively protect workers from damp- 
ness, rough surfaces, sharp objects, and 
fatigue due to uncomfortable kneel- 
ing positions. Remember they can 
wear them all day long whether 
they’re kneeling, standing or 
walking. Try Judsen Knee Pads 
today! Judsen Rubber Works, 
Inc., Chicago 24. 










YOUR 
SAFETY JOBBER 


on wrte 


JUDSEN 


Molded Rubber 
KNEE PADS 


MADE BY: JUDSEN RUBBER WORKS, INC., CHICAGO 24 
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injured worker. The claimant’s at- 
torney requested various medical 
treatments — including additional 
hospitalization. The company’s phy- 
sicians examined the claimant and 
refused to authorize further treat- 
ment. On this score, the court ruled 
that, as long as the treatment 
seemed reasonably necessary and 
the charges for it were fair, the em- 
ployer was obligated to pay for it. 

Monaco v. Albert Maund, Inc. 
Superior Court of New Jersey, Ap- 
pellate Division, January 15, 1952. 
(86 A2nd 279). 


Conflict Over Which 
Eye Was Injured 


PRIEST WAS REMOVING lugs from old 
motor leads, a regular part of his 
repair-department job, when some 
flying particles of steel struck his 
right eye. He thought little of it and 
finished his work. It wasn’t until 
the following day, when pain be- 


Continued on page 52 








Exhaust Gas Cooler 


One of the hazards brought by 
the jet age is the fiery-hot exhaust 
gases of the engines. They’re a 
nuisance on an open field, a real 
problem in a confined wind tunnel. 
New way to get rid of them is this 
giant cooler, just installed at 
Cleveland’s NACA Laboratory. The 
interior of the cooler, shown here, 
contains wrought iron pipes thru 
which water is sprayed to reduce 
gas temperatures. 
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Jiyiy19 Industrial signals 


SOUND 


in every sense of the word 


Choose Federal for heavy-duty, dependable signals that assure 

distinctive action-producing SOUND without fail when you 

need it .. . be assured your choice is SOUND because Federal 

—oldest and largest signal manufacturer—makes the BEST : 
signals, precision-designed to do the job you set for them. 

Whatever your emergency or signal needs, you'll find exactly 

the signal you need in Federal’s complete selection. 


FEDERAL heavy duty Electric Bells. 


These rugged, simply-designed bells come in vibrating, single 
stroke or underdome type. They are weatherproof, non-cor- 
rodible and automatically drain condensation. The Federal 
will operate in any position. For interior or exterior mounting 
with standard plug-in included at no extra cost if requested. 


FEDERAL electric Horns. 


These multi-purpose horns come in standard interior models 
and weatherproofed, watertight exterior models that produce 
either short, sharp code blasts or sustained general alarms. Use 
the same signal for alarms, start and dismissal, and paging. 


FEDERAL super-powered Sirens. 


Long the choice of industry, Federal’s distinctive wail pene- 
trates through the confusion of plant noises. Weatherproofed 
housing is mountable at any angle. Wide variety of sizes and 
capacities are offered. 


FEDERAL Air Raid Sirens. 


Provide the most outstanding warning for this most ultimate 
of hazards. Experts recommend protecting your plant and 
yards with sirens of 2-hp., located no farther than a mile 
apart. Federal 2-hp. sirens are economical in initial cost, re- 
quire no maintenance and, weighing but 65 pounds, can be 
installed with a miniraum of material and labor. 


Write for literature today! 


FEDERAL ENTERPRISES, INC. 





FORMERLY: FEDERAL ELECTRIC COMPANY, INC. 





8735 SO. STATE STREET ® CHICAGO 19, ILLINOIS 
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USTANITE 


Flex-Flo 
» SAFETY HAMMER 


with CONTROLLED COMPRESSION! 


This exclusive feature provides 
a malleable, metal safety 
hammer of extreme durability. 
CONTROLLED COMPRESSION 
improves tensility, conserves 
hammer shape, prevents 
mushrooming. 


\\ 





Aw The ultimate engineered answer to greater shop 
safety and economy. Hammer head features an 
analytically-controlled copper-base alloy. Unique 


WON’T 
MUSHROOM! 





corrugated construction provides CONTROLLED COM- 
PRESSION — eliminates mushrooming. Non-ferrous, 
electrolytically-pure metals assure spark-free perform- 
ance, prevent chipping or flaking. Balance is retained 
under heaviest usage. CUSTANITE Flex-Flo SAFETY 
HAMMER* — costs less, too — it’s guaranteed to 
outlast ordinary rawhide, plastic, rubber or metal 
hammers up to 12 times or more! 

6 CONVENIENT WEIGHTS AND SIZES: 3/, Ib., 1'/, Ibs., 2, Ibs., 
3 Ibs., 41/, Ibs., 6 Ibs. Send for prices and further information. 


WON'T CHIP! 
WON'T FLAKE! 
WON'T SPARK! 
& RIVET-LOK HEAD 
WON’T COME OFF! 
& NON-FERROUS 
THROUGHOUT! 
*Trade Mark 


THE CUSTANITE CORPORATION 


LARCHMONT AVENUE & POST, LARCHMONT, N.Y. 
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COMPARE THE QUALITY! 
CHECK THE PRICE! 


r Less Mon ney with 


You Get 





The protection of your workers’ eyes can be 
achieved surely and of big savings with Eyegard Goggles. Highest in quality and 
impact-resistance ... super-lightweight ...10-way ventilation through - 





fort, they feat: 
3 vents at side of cup ond 7 vents around lenses. Write for free catalog today. 


AMERICAN INDUSTRIAL SAFETY EQUIPMENT CO. 
3501 LAKESIDE AVENUE : CLEVELAND 14, OHIO 
DIVISION OF THE BURDETT OXYGEN COMPANY, CUVRAND, { OHIO 





ogre : 
Coverspec Gog- 
range tm other 
are eyail- 
able at savings. 
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came intense, that he reported to the 
plant dispensary. The nurse on duty 
told him that he had a sty, put some 
drops in the eye, and he returned to 
work. 

Later the same day the pain be- 
came so severe that he told his fore- 
man about the accident the previous 
day. He made a second trip to the 
dispensary. At this point, the con- 
fusion starts: the nurse denies that 
two visits were made by Priest. She 
also denies applying a bandage, and 
said too that it was his left eye that 
was injured. 

Several co-workers testified that 
they saw Priest’s inflamed right eye, 
and later saw a bandage overit. This 
was substantiated by neighbors who 
drove him to a doctor the following 
day. 

An eye specialist, to whom Priest 
was referred, stated that it was the 
man’s left eye that was involved. 
But records at the hospital where he 
was taken for treatment several 
days later showed that he had an 
ulcer in his right eye, mentioned 
nothing of any injury to the left eye. 
The ulcer necessitated removal of 
his right eye, 

Then a conflict of testimony arose 
over the cause of the ulcer. It could 
have been the result of the steel 
fragments. It might also have been 
caused by latent untreated syphillis: 
pre-employment examinations re- 
vealed frozen pupils—possibly the 
result of syphillis at some previous 
time. 

The Commission was faced with 
this collection of contradictory and 
inconsistent testimony. Because of 
the weight of the corroborative tes- 
timony of co-workers and neighbors, 
they sustained the claim that the 
ulcer was produced by the steel 
fragments. Claim allowed. 

Electro-Motive Division, GMC v. 
Industrial Commission et al, Sup- 
reme Court of Illinois, January 24, 
1952. (103 NE2nd 489). 





No Docket Case... 


- is published as an iron- 
bound guide to future decisions. 
They’re only indications of what 
the same court might decide 
about similar cases. That’s im- 
portant: each state has its own 
compensation law and its own 
administrative and judicial bod- 
ies to run it, so no case published 
here can be accepted as the last 
word — but only as the latest. 
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Safety pays off—in personnel, 
plant and product! You gain 
man-hours, lower insurance rates, 
greater fire protection and hap- 
pier workers. 

Each danger spot indicated 
above can be easily, quickly and 
economically made safe with 





INLAND 4:WAY SAFETY PLATE 


slip-resistant 4-wWAY SAFETY 
PLATE. It adds strength, trac- 
tion and proviges quick starts 
and stops. 

Use 4-WAY SAFETY PLATE for 
sure footing on all danger spots 
in your plant and as standard 
equipment on your product. 


INLAND STEEL COMPANY 


38 SOUTH DEARBORN STREET 


’ CHICAGO 3, ILLINOIS 


SALES OFFICES: Chicago * Davenport * Detroit * Indianapolis ¢ Kansas City * Milwaukee * New York 


St. Lovis © St. Paul 


PRODUCTS: a“ Strip, Tin Mill Products, Bars, Plates, Structural Shapes, Sheet Piling, Reinforcing Bars, 


ig Iron, Rails and Track Accessories 
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Stop spills, save 
skilled workmen 
with “Safety-Walk” 


Now ‘‘Safety-Walk’’—a tough 
mineral-coated fabric with a stick- 
at-a-touch adhesive backing— 
makes it easy to get safe, sure 
footing on catwalks, steps, ramps 
and walkways. It’s available in 
four colors, many sizes and shapes 
to fit your exact needs. 





FREE SAMPLE 


Try “Safety-Walk” yourself! Easy to 
apply... strip off liner and press in 
place. For free sample and complete 
information write: Minnesota Mining & 
Manufacturing Company, Dept. OH-52 
St. Paul 6, Minnesota. 











ay 


REG. U.S. PAT. OFF. 


SAPETY-WALK 


WETORDRY NON-SLIP 


etc US Pat OFF 


SURFACING 


Made in U.S.A. by MINNESOTA MINING 
& MFG. CO., St. Paul 6, Minn. also makers of 
“Scotch” Brand Pressure-sensitive Tapes, 
“Scotch” Sound Recording Tape, ‘‘Underseal’’ 
Rubberized Coating, ‘3M’’ Abrasives, ‘3M’ 
Adhesives. General Export: Minn. Mining & 
Mfg. Co., International Division, 270 Park 
Avenue, New York 17, N. Y. In Canada: Min- 
mesota Mining & Mfg. of Canada, Ltd., Lon- 
don, Canada. 
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New Safety and Health Aids 








Automatic Control Head 
Rate-of Rise 











CO2 SYSTEM—Walter Kidde & Co. 
claims a “first” in fire extinguishing 
equipment with its new packaged 
carbon dioxide system. Beauty of 
the equipment, says Kidde, is that 
the user can now buy a complete 
protection system and install it him- 
self. All he has to do is order the 
size (there are six) which affords 
coverage for the number of cubic 
feet—up to 6,000—he wants to pro- 
tect. By installing the Standard-Pak 
system, plants get top-notch engi- 
neering at substantial savings, ac- 
cording to the maker. It’s designed 
to cover most normal industrial 
flammable liquid hazards; but some 
special ones—like hydrogen, butane, 
propane, etc.—will still require cus- 
tom systems. Each package contains 
rate-of-rise fire detectors and con- 
nect-or tubing, automatic control 
heads, discharge heads, nozzles, and 
a cylinder frame. Cylinders are 
shipped separately, as are fittings 
(which will vary from installation 
to installation). Now, says Kidde, 
even small plants can have built-in, 
automatic fire protection at relative- 
ly low cost. 
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SAFETY TONGS—A new, huskier and 
more durable pair of safety tongs 
has been developed by Atlas Weld- 


ing Accessories Co., for metalwork- 
ing and other industries. The new 
tool is constructed of drop forged 
steel with long, broad nose members 
to furnish a firm grip. Nose mem- 
bers are thin at the tips, making 
them well suited to removing blanks 
from presses, handling hot sheets 
and hot parts, lifting parts from 
solutions. You can spread or reshape 
the nose to handle special shapes, 
simply by heating it. The tool is 
also available with a guard over the 
spring for index-finger guiding. 
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RESPIRATORS—New entrant in the 
respirator field is The DeVilbiss Co., 
well-known manufacturer of spray- 
ing equipment. DeVilbiss has an- 


nounced four respirators: a filter 
type; a cartridge unit; and two 
Bureau of Mines approved models, 
one for dust protection, the other for 
safety in fumes and vapors. The fil- 
ter unit (MSF) is for protection 
against light concentrations of nuis- 
ance dusts; the cartridge model 
(MSC) protects against low concen- 
trations of light organic fumes, vap- 
ors and gases. When poisonous and 
disease-producing contaminants are 
present, then one of the two B. of M. 
approved models should be used. All 
four respirators feature face-fitting 
rubber bodies and comfortable 
straps to assure worker acceptance 
as well as effective functioning. 
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You’ll find more new products 


on the following pages 
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Cyn 


WILLSON 


plastic protective 
equipment 





Workers wear Willson protective equipment 
willingly because these MonoGoggles® and 
other safety devices shown are lightweight 
and comfortable. MonoGoggles® illustrated 
above are available in flexible Polythene and 
fully transparent Acetate for extra side vision. 
Interchangeable lenses in clear plastic or Tru- 
Hue green. Ask for Willson—the leading line 
of respiratory and eye safety equipment for 
industry, farm and home use. 





Choice of clear 
or green plastic 
















Weighs 
less than 
an ounce! 


WILLSON FEATHERSPEC® 


.-. Specially designed for light-duty op- 
erations. Comfortably worn over pre- 
scription glasses. Their clear or Tru-Hue 
green plastic lenses can be switched in 
a few seconds. 


visors 


WILLSON | 
PROTECTO-SHIELD® “- 


gives full face protection with a choice 
of 4", 6" and 8" visors. Ideal for many 
industrial operations. Also available with 
full flare at sides for extra protection 
against chemical splash. 




















See your WILLSON distributor or write for bulletin 
WILLSON PRODUCTS, Inc., 209 Washington St., Reading, Pennsylvania 
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For prompt safety service 
CONSULT YOUR... 
AUTHORIZED WILLSON 
DISTRIBUTOR 


ALBUQUERQUE, N. MEX.— 

Hendrie & Bolthoff Co. 
ATLANTA, GA.—Fulton Supply Co. 
BALTIMORE, MD.—Carey Mach. & Sup. Co. 


BIRMINGHAM, ALA.— 
Safety Engrg. & Supply Co. 


BOSTON, MASS.— 
Cutter, Wood & Sanderson Co. 


BUFFALO, N. Y.—American Allsafe Co. 
BUTTE, MONT.—Montana Hardware Co. 
CASPER, WYO.—Casper Supply Co. 
CHARLESTON, S. C.—Cameron & Barkley Co. 
CHARLESTON, W. VA.—Safety First Supply Co. 
CHATTANOOGA, TENN.—C. D. Genter Co. 
CHICAGO, ILL.—Protective Equipment, Inc. 
CINCINNATI, OHI1O—The E. A. Kinsey Co. 
CLEVELAND, OHIO—Safety First Supply Co. 
COLUMBUS, OHIO—The E. A. Kinsey Co. 
DALLAS, TEXAS—Engineering Supply Co. 
DAYTON, OHIO—tThe E. A. Kinsey Co. 
DEADWOOD, S. DAK.—Hendrie & Bolthoff Co. 
DENVER, COLO.—Hendrie & Bolthoff Co. 
DETROIT, MICH.—The Chas. A. Strelinger Co. 
EL PASO, TEX.—E. D. Bullard Co. 

GRAND RAPIDS, MICH.—F. Raniville Co. 
GREENSBORO, N. C.—Smith-Courtney Co. 
GREENVILLE, S. C.—Carolina Supply Co. 


HARTFORD, CONN.— 
Industrial Safety Supply Co., Inc. 


HICKORY, N. C.—Smith-Courtney Co. 
HOUSTON, TEXAS— 

Allied Safety Equipment, Inc. 
INDIANAPOLIS, IND.—The E. A. Kinsey Co. 
JACKSONVILLE, FLA.—Cameron & Barkley Co. 
KALAMAZOO, MICH.—Safety Service Inc. 
KANSAS CITY, KANS.—L. R. Stone Supply Co. 
LOS ANGELES, CALIF.—E. D. Bullard Co. 
LOUISVILLE, KY.— 

Neill-LaVielle Supply Co., Inc. 

Orr Safety Equipment Co. 

MEMPHIS, TENN.—J. E. Dilworth Co. 

MIAMI, FLA.—Cameron & Barkley Co. 
MILWAUKEE, WIS.—Protective Equipment, Inc. 
MUSKEGON, MICH.—Factory Supply Co. 
NEWBURGH, N. Y.—W. L. Smith Co. 


NEW ORLEANS, LA.— 
Woodward, Wight & Co., Ltd. 


NEW YORK, N. Y.—W. S. Wilson Corp. 


OKLAHOMA CITY, OKLA.— 
Hart Industrial Supply Co. 


OMAHA, NEBR.— 
Interstate Machinery & Supply Co. 


ORLANDO, FLA.—Cameron & Barkley Co. 
PHILADELPHIA, PA.—Industrial Products Co. 
PITTSBURGH, PA.—Safety First Supply Co. 
PORTLAND, ORE.—J. E. Haseltine & Co. 
PROVIDENCE, R. I.—James E. Tierney 
RICHMOND, VA.—Smith-Courtney Co. 
ST. LOUIS, MO.—Sligo, Incorporated 
ST. PAUL, MINN.—Farwell, Ozmun, Kirk & Co. 
SALT LAKE CITY, UTAH— 

Industrial Supply Co., Inc. 
SAN FRANCISCO, CALIF.—E. D. Bullard Co. 
SANTA FE, N. MEX.—Hendrie & Bolthoff Co. 
SAVANNAH, GA.—Cameron & Barkley Co. 
SCRANTON, PA.—L. B. Potter Co. 
SEATTLE, WASH.—J. E. Haseltine & Co. 
SPOKANE, WASH.—]J. E. Haseltine & Co. 
SPRINGFIELD, MASS.—Charles C. Lewis Co. 
SYRACUSE, N. Y.—Syracuse Supply Co. 
TACOMA, WASH.—J. E. Haseltine & Co. 
TAMPA, FLA.—Cameron & Barkley Co. 
TOLEDO, OHIO—Safety First Supply Co. 
TROY, N. Y.—The Troy Belting & Supply Co. 
TULSA, OKLA.—Krisman Industrial Supply Co. 
VICKSBURG, MISS.—J. E. Dilworth Co. 


CANADA 

Safety Supply Company—Toronto, Montreal, 
Windsor, Kirkland Lake, Winnipeg, 
Edmonton, Vancouver, Halifax 
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NEW SAFETY AIDS 





Continued 


SAFETY VALVE—Intended for use on 
hot water boilers, tanks and heaters, 
Cash-Acme’s type F-51 safety valve 
has been tested and approved by the 
National Board of Pressure Vessei 
Inspectors. The new relief valve is 
available in pressure settings from 
30 to 125 pounds, with corresponding 
b.t.u. ratings at various pressure 
settings. With this new safety valve, 
it’s a simple matter, says the maker, 


to install a valve that has a greater 
relieving capacity in b.t.u.’s than the 
particular boiler can _ generate. 
Whether the excess pressure is caus- 
ed by thermal expansion of water or 
failure of the firing device to shut 
off—or both—the F-51 valve has 


sufficient capacity to relieve it. 
Circle No. 112 on reader service card. 


HOT LINE TOOLS—A complete line 
of hot-line wire cutters, bolt cutters, 
strap shears and sheet metal hand 





GRIP IT... 


USE A 


CHISEL GRIP > 


Hand-held impact tools are frequent 

causes of accidents...lost time... 
medical expense. Safety and effi- 
ciency both skyrocket when workers 
use Safe-Hi Chisel Grips. No fear of 
hitting fingers; strike a full blow every 

" time. Chisel won't creep in grip. Rub- 
berized fibre band insulates hammer 
shock from handle, adjusts to chisel 
shape, instantly. Fast acting wing-nut 
release adjusts to chisel size up to 1”. 
Larger size also available. Durable... 
light... inexpensive. 


See your safety dealer or write 





Not This 





For holding 
Star drills, 
Marking Dies, 
Punches, 
Gouges, 

Test Tubes, 
Chisels, 

Etc. 





SPECIFY 






fe 


for a greater safety 


factor 


ROSE MFG. CO. 


Pa 720 Club Bldg., 


e SAFETY BELTS e LADDER SHOES 
© POLE GRIPS © WALL GRIPS @ CHISEL GRIPS 


Denver, Colo. 


LIFELINES & LANYARDS 








Circle No. 40 on reader service card for more information. 
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tools is being introduced by Inter- 
state Drop Forge Co. The use of 
drop forgings has enabled Interstate 
to increase strength and rigidity in 
the tools, plus a considerable reduc- 
tion in their weight. Since they are 
full forged, side plates can’t twist. 
According to the maker, a patented 





gear principle is responsible for ex- 
treme simplicity of design. Without 
any complicated toggle mechanisms, 
about half of the parts found in tra- 
ditional designs have been elimin- 
ated. Cutters have specially con- 
structed wooden handles (with no 
dangerous hidden metal supports) to 
give maximum dielectric properties. 
Circle No. 113 on reader service card. 


PLASTIC LENSES—Baked in glass 
molds, almost like mother’s apple 
pies, are American Optical Co.’s 
new plastic lenses. Half the weight 





of glass and extraordinarily resis- 
tant to breakage, the lenses repres- 
ent the culmination of five years’ 
research. According to the maker, 
the lenses are optically perfect, clear 
as crystal, tough as nails. Manufac- 
turer’s tests show them to be highly 
resistant to chemical splashes, weld 
spatter, emery sparks and impact. 
They resist fogging too. 


Circle No. 114 on reader service card. 


HARD HAT — Davis Emergency 
Equip. Co. thinks it has solved the 


OCCUPATIONAL HAZARDS 





—_— oa a Go of cee 








biggest connected with 


problem 
safety hats—getting workers to wear 
them. The solution is its new Plasti- 


glas Hedgard, says Davis. It’s so 
good-looking and so comfortable 
that worker resistance to head pro- 
tection is nil. The hat combines style 
and comfort with strength, high di- 
electric properties, unusual shock- 
absorbing properties and a design 
that protects the neck from the sun 
and dripping fluids. Reportedly 
lighter than conventional hats, the 
Hedgard features a universal cradle 
that makes fitting to any size head 
an easy matter. Now available in 
two styles: full brim (illustrated) 


and front-brim. 
Circle No. 115 on reader service card. 


CHEMICAL GLOVE—Hyflex, a new 
line of plastic-coated gloves for pro- 
tection against water, acids, alkali, 
oils and other corrosive chemicals, 
have been introduced by Houghton 
Laboratories. Made by a new centri- 
fugal process, they are canvas gloves 
which are coated with a tough, abra- 
sion-resistant vinyl plastisol. Claim- 
ed benefits of the new process: un- 
usual adhesion to the canvas; free- 
dom from pinholes in the coating. 
From freezing temperatures up to 
200° F., Hyflex gloves are exception- 





CAN HELP 





Especially written for safety inspectors 
and maintenance supervisors directly re- 
sponsible for the safety of press operators, 
“Power Press Protection" is yours for the 
asking. Contains valuable information on 
the maintenance and safe opera- 
tion of power presses. Send 
for’ your copy today. 


JUNKIN SAFETY 
APPLIANCE CO. 


101 S. FLOYD 
LOUISVILLE 8, KENTUCKY 
Circle No. 41 on reader service card. 











Be Safe and Save Time 


KEEP YOUR LADDERS 
ON THE LEVEL 








#10U3: Stabilizer 
JOHNNY-FOOT Stabilizers —# 1003 
—keep your ladders “ON THE 
LEVEL” and avoid hazardous block- 
ing. This safety equipment carries the 
UL label. $13.85 per pair. 
JOHNNY-FOOT Safety Shoes— 
#1001—ball and socket mechanism 
adjusts itself to fit contour of sur- 
faces. Non-adjustable safety feet 
#1001: $6.85 per pair. 


Prices fob factory 


JON-E-FUT Manufacturing Co. Inc. 


4029 E. Firestone Blvd. 
SOUTH GATE, CALIF. 











Circle No. 42 on reader service card. 





EXPECT EVERYTHING nw SERVICE 









YOU'LL GET... 
@ Study of your 


FROM 
SAFE NON-SKID Dura-Tred”’ 






Specific Floor Prob- 
lem 

@ Cost-Cutting “FLINTZ” 
Recommendations. 

@ “On-The-Spot” Instal- 
lation Instructions 


YOU'LL GET IT! 
“SERVICE” has an important double 
meaning with FLINTZ. FIRST—It’s close 
personal attention you get from the 
DURA TRED Engineers . . . both before 
and after your floor is modernized with 











i “Check-up” 
a NON-SKID, low-traction FLINTZ. 
@ Non-Skid Floors for SECOND—It’s the all-out efficiency this 
Safety. hard, durable, thin-section resurfacer 
assures YOU for years to come. Ready- 
ae. Mixed, easy-to-use, FLINTZ spreads 
Few preteen: ga for like wet sand, roller down and let the 


representative. trucks roll. NO DELAYS. 


Write for Details Today! 






DURA TRED CO. 355 N. CENTRAL PARK BLVD. 
CHICAGO 24, ILLINOIS 





ally flexible: flexible enough for 
delicate lab work, tough enough for 


severe production application. 
Circle No. 116 on reader service card. 





Circle No. 43 on reader service card for more information. 
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NEWS SAFETY AIDS 





Continued 


SMOKE DETECTOR—It gives better 
protection than watchmen, says Am- 
erican Encaustic Tiling Co. about its 
Electronic Sentry, because its al- 
ways on duty in all critical areas. 
At the fizst sign of danger, the Sen- 
try sends in the alarm; for best con- 
trol, alarm goes into a central an- 
nunciator panel. The panel shows 
where the alarm is coming from. A 
single unit protects an area of about 





30 by 150 feet. And once installed, 
it can’t be put out of action by tam- 
pering or sabotage: damage to the 
unit sounds an alarm over the 
power-failure or regular circuits. 


Circle No. 117 on reader service card. 








COLUMN 
SHOWERS 


(FOR GROUP USE) 


tow cost 


REQUIRE ONLY 3 
PLUMBING CONNECTIONS 


@ Here’s the answer to your Shower 
requirements at low cost. 

Without the usual partitions of the 
3-stall or 5-stall Bradley Showers, the 
Column Showers are otherwise com- 
plete with drain fittings, sprayheads, 
soap trays, mixing chamber for temper- 
ature control with hot and cold water 
control valves. Ready to install. 

Floor space is saved and by placing 
Showers away from walls, wall water- 
proofing is not required and space may 
be used for lockers and benches. 

Ideal for Factories, Mines, Camps, 
Schools, Field Houses, Institutions. 


BRADLEY WASHFOUNTAIN CO. 
2259 W. Michigan St., Milwaukee 1, Wisconsin 


BRADIEYV. 
a" 


Distributed through Plumbing Wholesalers 

































Left: Installation 
of 8 Bradley 
Column Showers,— 
Cincinnati 
Chemical Co. 





Write for 
Catalog 
4701-CS 





Circle No. 44 on reader service card for more information. 
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HOT WORK MITT—An aluminum in 
asbestos sandwich makes this new 
mitt especially handy when it comes 
to jobs involving radiant heat, ac- 
cording to the maker, Milburn Co. 
Experimental tests show that 90 per- 
cent of radiated heat is reflected by 
the glove. In fact, no visible effects 
were seen after handling objects 
that had been heated to 1200° F. 
The asbestos, being specially treated, 
is highly abrasion-resistant too. The 


ASBESTOS 





_ ALUMINUM 


new addition to the Plyglov line, 
number A-3101, is constructed of an 
aluminum-coated fabric between 
two layers of heavy asbestos. To 
prevent skin irritation, it is jersey 
lined. It’s reversible too, may be 


worn on either hand for longer wear. 
Circle No. 118 on reader service card. 


WATER EXTINGUISHER — This new 
water-type extinguisher is a boon 
to inexperienced operators: its 
squeeze-grip control is easy to han- 
dle and its panic-proof rip puncture 
pin insures discharge once the seal 
is punctured—regardless of the han- 
dle’s position. Designed for all type 
buildings, the extinguisher, product 
of General Pacific and General De- 
troit Corps., is especially recom- 





mended for outdoors use, with an 
anti-freeze charge to prevent freez- 
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ing in cold weather, For recharging, 
all parts are removable in a single 
unit: fill with water, replace the 
carbon-dioxide pressurized cart- 
ridge, and it’s ready for action again. 
The unit’s shell is seamless drawn 
brass, and all head assembly com- 


ponents are brass too. 
Circle No. 119 on reader service card. 


ANTI-FOG SOLUTION—One squirt of 
No-Mist, says the maker, will pro- 
vide anti-fog protection for 24 hours 
to workers’ glasses, The new clean- 
ing solution has been developed for 
use on both glass and plastic lenses. 
Its invisible coating won’t streak 
and it resists the formation of fog, 
steam or mist caused by heat, hu- 
midity or temperature changes. Spray 
or wipe it on lenses at the beginning 
of each day’s work, wipe with a soft 
cloth or tissue, says Carol Chemical 





Products Corp., and eyewear re- 
mains crystal clear under even the 
most difficult conditions. 

Circle No. 120 on reader service card. 


LINK MATTING—It’s probably the 
longest wearing matting ever de- 
veloped, says American Mat Corp. 





about its new Ever-Tred vinyl-plas- 
tic link matting. That makes it a 


natural for heavy-duty industrial 
applications where foot comfort and 
slip-proof surfaces are important. 
It’s non-absorbent, non-porous and 
100 percent grease-proof, says the 
maker. The links are woven on rust- 
resisting steel wires, also on a vinyl 
tubing framework for use around 
strong acids. Choose your own com- 
binations (or solid tones) of green, 
red, brown, black or white. Avail- 


able in any length, un to 6 feet wide. 
Circle No. 121 on reader service card. 
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NOW A PLASTIC GLOVE WITH A GRIP! 





Plastic gloves aren't new: 
they’ve been doing a big 
job in industry for years. 


BUT—here is something new in plas- 
tic gloves. It's Cols-Grip, the plastic- 
coated glove with a real grip! See 
those specks in the glove? They're 
what give Cols-Grip its slip-proof 
hold. And they won't wear off. Im- 
bedded right through the plastic, 
they'll withstand anything the glove 
will, give safe, sure handholds for its 
entire life. 


Whatever the job, there's a Cols-Grip 
style to fit it: full or palm-coated in 
knit wrist, band top and gauntlet. 
We'll be glad to fit the right glove 
to your individual job requirements. 


Don’t take our word for it. Ask for a 
free sample Cols-Crip glove and prove 
its value yourself. 


Buy Columbus and discover 
America’s greatest protection value 


COLUMBUS GLOVE MFG. CO. 


1836 E. FULTON COLUMBUS. OHIO 

















Circle No. 45 on reader service card for more information. 
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Group of RUEMELIN Fume Collectors 
Keeps Shop Clear of Welding Fumes 


This well ventilated welding department is typical of hundreds of similar instal- 
lations. Welding operators appreciate smoke and gas-free atmosphere. Thou- 
sands in service. Many repeat orders. Collecting fumes at the source with local 
exhaust hoods has proven most practical in operation. It is particularly helpful 
in winter months when doors and windows are closed. Write for Bulletin 37-D 
describing all types of Ruemelin Fume Collectors. 


RUEMELIN mec. co. 


MFRS. G&G _ ENGRS. e SAND BLAST G DUST COLLECTING EQUIPMENT 
3888 NORTH PALMER STREET 7 MILWAUKEE 12, WISCONSIN, U.S.A. 
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Circle No. 46 on reader service card for more information. 
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DOES YOUR WATCHMAN 
HAjilenmale 
ON WEEKENDS? 


Unless you pay someone to watch your 
Watchman on weekends—he is likely 
to emulate the bear and go into hiber- 
nation. 


Would you like to save the overtime 
expense of paying a supervisory em- 
ploye to return to the plant every 
Saturday and Sunday—just to change 
the dial in your Watchman’s clock? 

The answer is the DETEX GUARDSMAN 
Watchclock, which operates on continu- 
ous roll tape—for as long as 96 hours, 
if need be—without the necessity of cut- 
ting the tape. This means your Watch- 
man is getting unbroken mechanical 
supervision on weekends, as well as 
during the week. 


With the GUARDSMAN on the job, your 
Watchman is on the job—or you'll know 
the reason why in short order. The cost 
of the GUARDSMAN is trifling insurance 
against fire, theft and vandalism. The 
records show that more than 40% of 
companies which have disastrous fires 
never resume business. 

Modernize with the GUARDSMAN, the 
greatest single advance in watchclocks 
in over 70 years. Send for free descrip- 
tive folder. 


ah ‘ ' 





DEEEX 


PATROL WATCHMENS CLOCKS 


ALERT DETEX WATCHCLOCK CORPORATION 
ECO : DEPT. 0-5 
NEWMAN __76 VARICK STREET, NEW YORK 13, N.Y. 


GUARDSMAN Sales and Service in All Principal Cities 


Circle No. 47 on reader service card. 
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Safety Men’s Roster 





e Martin J. Flannery is now safe- 
ty director of Pueblo, (Colorado) 
Ordnance Depot, succeeding W. A. 
Hardesty, Jr. 

e Jesse W. Rosenquist, a special- 
ist in industrial safety problems, 
has been named representative in 
Maine, New Hampshire and Ver- 
mont for Mine Safety Appliance 
Co., Pittsburgh. 

e W. F. Robbins, safety director 
of Bates Mfg. Co.’s Bates Division, 
Lewiston, Me., has retired. Martin 
L. Hastings, personnel manager of 
the division, will take over his 
duties, 

e When Carnegie-Illinois Steel 
Corp. changed to United States Steel 
Corp., two safety men changed their 
positions with the company. Former 
safety director at the Gary Sheet 
and Tin Mills, Nolan E. Watkins, is 
now general supervisor of employ- 
ment services. J. J. Doughey who 
was Chicago district safety super- 
visor, is now director of labor rela- 
tions for the western division of 
U. S. Steel. 

e L. W. Turner succeeds William 
J. deMauriac as safety supervisor for 
Philadelphia (Pa.) Electric Co. 

e Replacing Jonn Spanley as safe- 
ty director at Perfect Circle Co., 
Hagerstown, Indiana, is Robert Bee- 
son. 

e New member of the safety de- 
partment in Roebling, N. J., of John 
Roebling’s Sons Co. is Fred W. 
Whitehead. He was formerly with 
the company’s industrial relations 
department in Trenton, New Jersey. 

e Illinois Tool Works, Elgin, IIli- 
nois, announces the appointment of 
L. Ultes as safety supervisor. 

e Mrs. Marie R. Wrecza, R. N., 
replaces Ruth Borie as plant nurse 
at Milwaukee Stamping Co., West 
Allis, Wisconsin. 

e C. O. McIntyre, personnel super- 
visor at Colgate-Palmolive Peet Co.., 
Kansas City, Missouri, replaces W. 
A. Poffinbarger. 

e Personnel supervisor of Build- 
ing Products Limited, Hamilton, On- 
tario, is now W. A. Ross, who suc- 
ceeds Mr. Coulter. 

e New safety director at Laclede 
Gas Co., St. Louis, Missouri, is H. 
M. Gerken, who replaces George 
Moore. 

e D. W. McDonald is the new 
safety administrator at Douglas Air- 
craft Co., Long Beach, California. 
He replaces John Jeffrey. 





e Pangborn Corp., manufacturer 
of blast cleaning and dust control 
equipment, announces the appoint- 
ment of Arthur Buckley as assistant 
sales manager. Buckley has been as- 
sociated with the MHarnischfeger 
Corp., Milwaukee for the past ten 
years. 

e Appointment of Lawrence B. 
Berger, Pittsburgh, as chief of the 
health branch of the Bureau of 
Mines Health and Safety Division 
has been announced. He has served 
as acting chief since Dr. H. H. 
Schrenk was transferred from that 
position to the Public Health Ser- 
vice, in November, 1948. 


e L. C. McKessen, vice president 


in charge of sales of Ansul Chemical 
Co., is the new president of the Fire 
Equipment Manufacturers’ Associ- 
ation. He was elected at the annual 
FEMA meeting, March 20, in New 


L. C. McKessen 
FEMA Prexy 


York. Other appointments were: 
lst vice president, P. W. Eberhardt, 
vice president of Walter Kidde & 
Co.; 2nd vice president, H. Lewis 
Stettler, Jr., executive vice presi- 
dent of Elkhart Brass Manufactur- 
ing Co.; treasurer, Paul Nurkiewicz, 
vice president of Stop Fire Inc.; 
commissioner, R. Kennedy Anson. 

e The Grain Processing Corp., 
Muscatine, Iowa, has named Arthur 
F. Nix as safety director. 

e C. E. Booz, safety director for 
Gulf Oil Corp., has been transferred 
from Port Arthur, Texas, to the 
Pittsburgh office. Taking over as 
safety director in Port Arthur is R. 
G. Blanchard. 

e E, A. Schneidewind has left 
Milwaukee Flush Valve Co., where 
he was safety director. His duties 
have been assumed by S. A. Slinde. 

e Arthur Schmuhl, former safety 
director at Wilson & Co., Chicago, is 
now safety director of Mall Tool 
Company, also in Chicago. 

e The Battelle Memorial Institute, 
Columbus, Ohio, names Daun F. 
Peterseim safety engineer, succeed- 
ing Fred B. Dahle. 
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e D. W. McDonald has replaced 
John Jeffery as safety engineer at 
Douglas Aircraft Co., Long Beach, 
California. 

e Eleanor V. Williams, R. N. per- 
sonnel director at Hartford Rayon 
Corp., Rocky Hill, Conn., has left 
the company. She is succeded by 
Kathryn Bauer, R. N. 

e S. P. Selig, safety engineer at 
Soule Steel Co., San Francisco, has 
been succeeded by D. L. Pensotti. 

e Stanley F. Withe, head of the 
public education department of the 
Aetna Life Affiliated Companies, 
has been named chairman of the 
public relations committee of the 
National Fire Protection Associ- 
ation. He succeeds William Ford, 
who left the N.F.P.A. to take a posi- 
tion with Rotary International in 
Chicago. 











Don’t Forget... 


. that we want to keep posted 
on all personnel changes, notice 
of promotions, appointments, 
death, retirements, etc. to the 
editor, OccupaTionaL Hazarps, 
1240 Ontario St., Cleveland 13, 
Ohio. 
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DUNKING STATIONS! 


Here’s the “all time’ solution to your plant smok- 
ing problem—SIPCO “Dunking Stations’. Built for 
hard industrial use—and abuse! Cigarettes, cigars, 
matches extinguished immediately—no smoldering—no 
fire hazard! 


Unit No. 1-Heavy aluminum canister, attractive 
sign, upright and heavy weighted base for use on floors, 
aisles, etc. 


Unit No. 2—Same as Unit #1, except without up- 
right and base. Easily mounted on walls, columns and 
posts. 


Unit No. 3- (Not illustrated) Canister alone. 


Send TODAY for new illustrated folder which gives 
complete details. 


STANDARD INDUSTRIAL PRODUCTS CO. 


DEPT. B. 1710 MAIN ST. PEORIA, ILLINOIS 











PROTECT Operators 
INCREASE Production 





SEARJEANT SAFETY 
Fits Any Press ® 30 Day Free Trial 


Sweep operator’s hands safely aside be- 
fore the die closes. Downward action of 
ram causes Guard Arm to sweep across 
working area of press. Workers, free 
from anxiety, work faster and produce 
more. With or without automatic reset 
counter. Simple to install. Entire guard 
arm swings aside for making press ad- 
justments. 





(0 Send Searjeant Safety Guard Bulletin 


oO =, are interested in 30 day FREE 
tria 


POSS oan cscnes-.--. : pemiabintines 
GUY vicctencs. sans, QUO ccd ccnceese 


SEARJEANT METAL PRODUCTS, INC. 


Dept. O Box 101, Mendon, N. Y. 


Circle No. 48 on reader service card for more information. 














Circle No. 49 on reader service card. 
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YOU CAN TELL AT A GLANCE 
WITH 


QUIK-LABEL PIPE MARKERS 


Identify every pipe in your plant quickly 
and inexpensively with Brady Pipe Markers. 
They give you a uniform system of identifi- 
cation based on ASA Standard Al3. Anyone 
can apply and everyone can identify the 
pipe contents and direction of flow. Cut 
maintenance time. Make your plant a safer 
place to work. Over 235 different markers 
in stock. Specials made to order. 


QUIK-LABELS come on handy dis- WRITE FOR 
penser cards. They are printed in large Free 
black letters on approved ASA back- SAMPLES 
ground colors. Applied in a jiffy—they = 


. . rl . . USEFUL 
stick without moistening. Use indoors 


or outdoors. Cost only a few cents per 
marker. 


CATALOG 


DISTRIBUTED IN _125 PRINCIPAL CITIES 
a OF mile =STICKING PRODUCTS 











Circle No. 50 on reader service card for more information. 
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COOLING FROM THE TOP 





Continued 


cut down the water’s reflecting 
power and slow up its evaporation. 
This causes the water to heat sooner 
and faster—creating a heat reser- 
voir. And while deeper pools heat 
more slowly, once heated they radi- 
ate heat to the building longer than 
do shallow ones. Another drawback 
to roof pools is that they offer choice 
breeding spots for mosquitoes. 


MORE EFFECTIVE SYSTEM for cool- 
ing, and nearly as simple, is the roof 
sprinkler method. Piping is laid out 
on the roof and spray heads are 
placed at 16-foot centers. Nozzles 
are adjusted to give the best damp- 
ening spray with the least amount 
of water. This is important: not 
only does it save on water bills, but 
it gives the most effective evapora- 
tion. But if the spray is too fine, it 
just cools the air above the roof and 
lets the heat penetrate. 

e Results in reducing top-story 
temperatures range from eight to 
15 degrees. It depends on the type 
of construction—the poorer the roof 
insulation, the better the results— 
and on the location. In a dry cli- 
mate, evaporation rate is higher and 
heat decrease is greater. But the 





AIR TEMP 


79° 






ORY ROOF 
& 


SPRAYED 
@ ROOF 


COMPARISON of dry and sprayed roofs 
is shown by this three-story building in 
Washington, D. C. Air temperature re- 
ductions were gained with thermostat- 
ically controlled sprinklers, operating an 





may 24.4 —— 16 





average of one minute out of seven. 








cooling effect is noticeable in all 
cases. 

e Controls for the sprinkler sys- 
tem are thermostatic. The thermo- 
stat has a remote bulb, placed under 
the slag on the roof in a ventilated 
case, to get the exact roof tempera- 
ture. When it reaches a preset point 
—usually the lowest temperature to 
which the roof can be held during 
the summer—the sprinklers go on. 
This control system gives most ef- 
fective cooling and greatest water 
economy, since it turns the water 
on only when the warming point is 
reached, shuts it off as soon as the 
roof temperature drops below this 
point. 

To get an idea of the comparative 


benefits of this and the flooded-roof 
method of cooling, Country Life 
Press, Garden City, L. I., conducted 
a test between: a) a dry roof; b) 
one flooded with one inch of water; 
c) one with six inches of water; d) 
a roof sprinkler system. The aver- 
age heat flow per square foot 
through the dry roof was 11 btu; 
through the one-inch pool, 4.7 btu; 
through the six-inch pool, 2.8 btu; 
and through the sprinklered roof, 
only 2.1 btu. 

e Water supply should pose no 
problem either. Spray heads oper- 
ating at 15 to 18-foot radii use less 
than a gallon a minute, may operate 
only one minute out of seven. When 
Country Life Press system was in- 








Write for FREE 





new folder that completely describes this 
simple, low-cost, tamper-proof system of ex- 
tra protection to property Write for it NOW! 


CHICAGO WATCHCLOCK 
DIV. GREAT LAKES INDUSTRIES, INC. & 
1535 S. WABASH AVE., CHICAGO 5, ee 


OFFICES 





Watchclock System 


“The first... and still the first.” 


LOWERS YOUR INSURANCE RATES! 


It keeps track of your watch- 
man’s tracks—so accurately and 
positively that the CHICAGO 
WATCHCLOCK System is approved 
by THE UNDERWRITERS’ LABOR- 
ATORIES and by THE FACTORY 
MUTUALS LABORATORIES. Users 
earn reduced insurance rates. 
Thus the CuH1caGco WATCH- 
CLOCK System quickly returns 
its small cost to you. 
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Circle No. 51 on reader service card for more information. 
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stalled, plant engineers were dis- 
turbed by the possibility of a water 
pressure drop during periods of 
peak water demand. To avoid this, 
they split the system up into four 
control zones. The thermostats sup- 
ply only two zones at any time— 
even though all four call for water. 
Zones two and three aren’t supplied 
until zones one and four are satis- 
fied. This staggered supply system 
has worked out well. Since each 
system works only a few minutes at 
a time, none of the roofs have a 
chance to dry enough to harm cool- 
ing efficiency. 

e Total maintenance of the sys- 
tem is an annual cleaning of the 
spray heads. All piping and equip- 
ment is kept above the roof surface 
for accessability and pipes are fitted 
with drain tees at low points... 
They are opened in the fall when 
the water is shut off. 


Sprinklers Ease 
Ventilation Load 


Sprayed roofs don’t claim to re- 
place mechanical air conditioning or 
cooling systems. Not by any means. 
But they can be an important ad- 
junct to them, lowering the over- 
all cost of keeping work areas com- 
fortable by a healthy amount. Rem- 
ington - Rand’s’_ two-story office 
building in Washington, D. C. is a 
good example of the way this works. 
When they were figuring ventila- 
tion needs, engineers’ estimated 
total requirements to be 312,000 btu 
per hour. Of this, 97,000 btu would 
go to handle the roof heat. By using 
roof sprays, the cooling require- 
ments were cut from 25 to 20 tons 
of refrigeration. 


e Other advantages of roof spray- 
ing, in addition to providing greatly 
improved working conditions for top 
floors, include: 

Longer life for roofs. Roofing ma- 
terial manufacturers say that tar, 
pitch and asphalt are given triple 
life by a coat of water. It minimizes 
the expansion and_ contraction 
caused by extreme temperatures, 
reduces the evaporation of volatile 
oils. 

Fire protection. A manual by-pass 
valve can be used to keep the 
sprinklers going full-time, blanket- 
ing the roof in case of fire nearby. 
This squelches dangerous - sparks, 
often the cause of fire spreading 
from building to building. 

Lightning protection. The exposed 
copper piping serves as a lightning 
arrestor, since it’s grounded to the 
water system. 
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HEY! DON’T DROP THAT 


FIRE EXTINGUISHER 
FROM UP THERE... WE 
KNOW IT’S RUGGED... 
BUT THAT’S GOING A 
LITTLE TOO FAR! 








Ansul Dry Chemical Fire Extinguish- 
ers are built to take unusual abuse. There 
are no plastic parts which can be easily 
broken. The cartridge and cartridge re- 
ceiver are protected by a patented steel 
cartridge guard. And the extinguisher 
shell is fabricated of a heavy gage steel 
to prevent possible rupture due to abus- 


ive use. 

Advanced engineering design allows 
this rugged construction without mak- 
ing Ansul Extinguishers unduly heavy. 
Inexperienced operators can handle them 
easily and can extinguish much larger 
fires than one would normally expect 
from novice fire fighters. 


SEE PAGE 46 


Circle No. 52 on reader service card for more information. 








Much Will 
/ This Reduce 
Your Yearly 

GLOVE 













LEATHER 
RUBBER OR COTTON 


THIS IS WHAT “WASH-RITE” DOES... 


Throw all your dirty, worn leather, rubber or cotton gloves in our 
steel drum. Ship to us. We correctly clean, sterilize, COMPLETELY 
REPAIR, sort, reshape; pair and ship them back to you as serv- 
Iceable as new. Depending upon the gloves and their usage, 
gloves are being re-claimed by us 3 to 5 times. We specialize 
only in laboratory controlled re-claiming of rubber, leather and 
cotton gloves, aprons and clothing. Write for literature. 
10 Years of Proven Service 
YOUR GOODS FULLY INSURED ...WORK GUARANTEED 


1412-26 CORNELL AVENUE - INDIANAPOLIS 2, 


Cost? 


INDIANA 


Circle No. 53 on veader service card for more information. 
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Future Safety Meetings 





Asheville, North Carolina: May 4 
through 6. The 22nd annual North 
Carolina State-wide Industrial Safe- 
ty Conference will be held at the 
George Vanderbilt Hotel. Address 
H. S. Baucom, North Carolina In- 
dustrial Commission, Raligh, N. C., 
for complete information. 


Easton, Pennsylvania: May 6. Hotel 
Easton will be the scene of the 25th 


annual Eastern Pennsylvania Safety 
Conference. Harry C. Woods, execu- 
tive secretary of the Lehigh Valley 
Safety Council, will head the show 
management. His address: 602 E. 
Third Street, Bethlehem, Pa. 


Chicago, Illinois: May 6 through 8. 
The 29th annual Midwest Safety 
Show will be held at the Congress 
Hotel. For show details, contact Jos- 
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eph F. Stech, manager, at suite 806, 
10 North Clark St., Chicago 2. 


Oklahoma City, Oklahoma: May 7 
through 9. The fourth annual Okla- 
homa Safety Conference will be held 
at the Biltmore Hotel. In addition 
to safety equipment displays, more 
than 90 speakers and panel partici- 
pants have been included in the 
conference program. Lloyd F. Pal- 
mer, manager of the Oklahoma 
Safety Council, will furnish details. 
His address: P.O, Box 3656, Oklaho- 
ma City. 


Baltimore, Maryland: May 8 and 9. 
The State-wide Safety-Health Con- 
ference and Exhibit will take place 
at the Lord Baltimore Hotel. Show 
details are available from J. A. 
Haller, director of safety, State In- 
dustrial Accident Commission, Equit- 
able Bldg., Baltimore 2, Md. 


Richmond, Virginia: May 15 through 
17. The 18th annual Virginia State- 
wide Safety Conference will be held 
at the Jefferson Hotel. William M. 
Myers, executive secretary of the 
Richmond Safety Council, 803 E. 
Main St., Richmond 19, Va., can pro- 
vide complete information. 


Duluth, Minnesota: May 22 and 23. 
Lake Superior Mines Safety Coun- 
cil will hold its 28th annual con- 
ference at Hotel Duluth. Complete 
info can be obtained from J. A. 
Johnson, chief of the Accident Pre- 
vention and Health Division, Fifth 
Region, U. S. Bureau of Mines, Fed- 
eral Bldg., Duluth. 


St. Louis, Missouri: May 27 through 
29. Safety men from all midwest 
areas will gather at Hotel Jefferson 
for the Central States Safety Con- 
ference. Get details from Reyburn 
Hoffman at the Safety Council of 
Greater St. Louis, Room 820, 511 Lo- 
cust St., St. Louis 1, Mo. 


Long Beach, California: June 16 
through 18. The Municipal Auditor- 
ium will be the scene of the 14th 
annual Western Safety Conference. 
In addition to valuable conference 
sessions, complete displays and dem- 
onstrations of new safety equipment 
are scheduled. Get exhibit details 
from Stan Tolley, B. F. McDonald 
Co., 5721 W. 96 St., Los Angeles 45, 
California. 


York Harbor, Maine: September 11 
and 12. The Marshall House will be 
the scene of the 25th annual Maine 
State Safety Conference. Details are 
available from A. F. Minchin, secre- 
tary, Industrial Safety division, De- 
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NEW IDEAS...NEW FACTS...NEW CATALOGUE 


NEW PRODUCT INFORMATION 


FIRST CLASS 
PERMIT NO. 8066 
SEC. 34.9 P.L.&R. 
CLEVELAND, OHIO 


BUSINESS REPLY CARD 


NO POSTACE NECESSARY IF MAILED IN THE US.A 


Postage will be Paid by 


OCCUPATIONAL HAZARDS 
1240 Ontario Street 
Cleveland 13, Ohio 
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partment of Labor and Industry, 
Augusta, Maine. 


Cleveland, Ohio: September 16 
through 18. The 14th annual Ohio 
State Safety Conference will take 
place at Hotel Carter. Info on both 
exhibits and program is available 
from Carl L. Smith, Ohio State Safe- 
ty Council, 2073 E. 9 St., Cleveland 
15. 














Chicago, Illinois: October 20 through 
24. Don’t let the name change— 
Stevens to Conrad Hilton Hotel— 
fool you: it’s still the same location 
for the 40th annual National Safety 
Congress. Complete facts are avail- 
able from R. L. Forney, general sec- 
eth -retary, National Safety Council, 425 
North Michigan Ave., Chicago 11. 














SAFETY VIEWS AND NEWS 








Continued 





Suppliers’ Plant 
Expansions 





e Even while they were moving 
to a brand-new plant, officials of 
Radiation Counter Laboratories, Inc. 
were planning an addition to it in 
order to provide enough manufac- 
turing space. The new plant, at 5122 
W. Grove Street, Skokie (Chicago), 
Ill., is all brick and _ glass-block, 
giving 6,400 sq. ft. of space to the 
manufacture of instruments for 
measuring radioactivity. The addi- 
tion will give them another 4,000 
sq: it. 

e New’ executive offices for 
Claude B. Schneible Co., Detroit 
maker of dust-control systems, have 
been opened at 212 Stephenson 
Building, corner of West Grand 
Blvd. and Cass Ave. The new head- 
quarters will house all executive 
and sales staffs. Factory offices will 
continue to operate from the plant, 
at 2827 Twenty-fifth Street. 


















Safety Honors 
Won In Industry 


e 27 different plants, located in 17 
different cities, put their safety ef- 
forts together and came up with a 
perfect record for a complete month 
at Fisher Body Division, GMC. This 
represents 9,000,000 manhours work- 
ed by 47,000 employees without a 
lost-time accident. 

e Ford Motor Company will be 
given the NSC’s highest award—the 
Award of Honor—for making 1951 
the safest in the company’s history. 
This represents the climax in a con- 
tinuing battle against accidents at 
Ford: since 1947, frequency has been 
cut 77 percent; severity, 40 percent. 


MAY, 1952 


RIE 6) 


OOM Bi si 








e Until this year, the Ohio Divi- 
sion of Safety and Health hadn’t 
made an award in the Coshocton 
area for four years. New winner, 
breaking this no-award streak, is 
the J. B. Clow and Sons Co. Basis 
for the honor: two years without 
lost-time accident. To win, the Clow 
foundry poured more than a quar- 
ter-million tons of molten iron 
during 719 days with no time lost by 
mishaps. 

e The world’s oldest refinery, So- 
hio No. 1, at Cleveland has been 


was made to the 85-year old refin- 
ery for its record during the last half 
of 1951. During that time frequency 
was pared to 1.88 lost-time accidents 
per million manhours—four times as 
safe as the nation’s average indus- 
trial plant. 


e Monsanto Chemical Co.’s Nitro 
W. Va., and Trenton, Mich., plants, 
the President’s Trophies, both for 
no-lost-time in 1951. The awards, 
made annually, are for top safety 
performance among the company’s 


awarded Standard Oil Co.’s (Ohio) 
Safest Refinery Flag. The award 


plants in two categories — grouped 
according to size. 











e Sweating in hot weather can cause a tired, listless feeling and make every 
move an effort. These symptoms are caused by the loss of salt from the system. 
Salt is lost amazingly fast through perspiration and research has shown that 
“lassitude” and “‘loss of will to work” can occur when as little as 10% of the 
salt in the system is lost. As vigor and vitality go down the accident rate can 

go up. Prompt replacement of this salt can quickly restore vigor 

and vitality and the most 

e satisfactory way of replacing 

-second action salt in the system is by taking 

PEP-UP Impregnated Salt 

Tablets. These tablets are subjected to 
an exclusive patented process which 
forms a complete coating around each 
ee crystal of salt in each tablet-—when 
:, swallowed the tablet dissolves slowly, 
& thus avoiding the nausea and 
“= digestive disorders usually noticed 
% with the taking of plain salt. 


without fear of NAUS@a 


or stomach distress 





salt tablets 


- release salt immediately! 
wrk ee (not enteric coated) 
—————— e Controlled (slow) dissolving eliminates nausea. 
e Starts dissolving immediately. 
e Dissolves completely in about 100 minutes. 
e No delay in getting salt into system. 
e Withstands high temperatures and rough handling. 








EXPENDABLE DISPENSER + 


PEP-UP impregnated 
Salt Tablets are pack- 
aged in sanitary fac- 
tory-sealed Dispens- 
ers at no extra cost. 
THROW AWAY DIS- 
PENSER WHEN EMP- 
TY. HANG UP ANEW 
ONE. Save the ex- 
pense of purchasing, 
servicing and replac- 
ing individual dis- 
pensers. 


e Can be stored for long periods without deteriorating. 

e Will not absorb moisture from air and clog 
dispensers. 

e The tablets meet government specifications for Type 
Ill, Class C impregnated Salt tablets (specifications 
set forth in Federal Standard Stock Catalog No. SS-S 
31d, Section IV (part 5), dated September 11,1951). 


Write for literature and prices. 


UNITED STATES SAFETY SERVICE CoO. 


BRANCHES IN PRINCIPAL INDUSTRIAL CITIES 
PARMELEE, LTD. 











KANSAS CITY 6, MISSOURI 


In Canada Toronto 





Circle No. 55 on reader service card for more information. 





SAFETY VIEWS AND NEWS 





e Port Neches (Texas) plant of 
B. F. Goodrich Chemical Co., the 
President’s Cup for a no-lost-time 
record last year. The award goes to 
the division with the best accident 
record each year. 


e Brown-Foreman Distillers Corp., 
Louisville, Ky., a plaque and flag- 
pole banner from Liberty Mutual 
Insurance Co., for one-million man- 
hours of work without a lost-time 
accident. 


Continued 


e Presstite Engineering Company, 
St. Louis, a special plaque by its in- 
surance carrier for chopping both 
frequency and severity rates 75 per- 
cent. It’s the second time the award 
has ever been made. 


Odors Are Lab 
Danger Signs 
IF NO BETTER SIGNALLING apparatus is 


in use to sound alarms when fumes 
and gases reach hazardous levels, 








Stop Athlete’s Foot! 





SKIN TOUGHENING: 







Used by Over 70% of the 
Largest Industries in the United States 
No splash ¢ No mess ¢ No waste Odorless 

Easy to maintain ¢ Nothing to get out of order 
Men like Onox ¢ It relieves tired, aching feet 





ONOX 
SPONGE RUBBER 
FOOTMAT 


Modern research has upset the old theories about Athlete’s 
Foot control. Skin specialists now say that the best chance 
of preventing Athlete’s Foot is to improve the condition of 
the skin. That’s what Onox does. Onox mineral salts 
toughen the skin and make it resistant to fungus growth. 


60 DAY TRIAL OFFER 


We will ship prepaid your trial 
order for any amount of Onox 
and footmats. You pay nothing 
unless fully satisfied after 60 
days’ use. 





No fungus growth—no Athlete’s Foot. 








Circle No. 56 on reader service card for more information. 
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ONOX, INC. 


DEPT. B, 121 SECOND STREET 


SAN FRANCISCO 5, CALIFORNIA 


WAREHOUSES: BROOKLYN, CLEVELAND, 
NEW ORLEANS, LOS ANGELES 





your nose is a pretty good one. It 
isn’t infallible though, since the 
sense of smell is most easily fatigued 
of all senses. For this reason, a 
worker may fail to notice slow in- 
creases in odors, or he may forget 
its presence and fail to report it. 
And until “odor levels” for various 
exposures have been established and 
evaluated in terms of health hazards, 
every smell should be identified and 
eliminated. 

Some of the most unpleasant 
smells—fertilizer, “burning” cutting- 
wheels—are social odors, disagreeable 
but harmless. The hazardous odors 
are often rather pleasant. Best safe- 


ty procedure: train all lab workers. 


to recognize and report odors imme- 
diately. 


Getting Slivers 
Out Of Hands 


THE LOWLY SPLINTER ranks as a top- 
level annoyance. Fortunately, aside 
from pain and inconvenience, it 
causes few severe consequences. 
But—the danger of infection from 
these small wounds is always pres- 
ent. So first-aid for these injuries 
should always be prompt. Here are 
some of the tricks of the trade, as 
suggested by the Institute for Safer 
Living, American Mutual Liability 
Insurance Co.: 

Attempt to remove only superfi- 
cial or easily reached foreign bodies 
from the flesh. Deeply imbedded 
ones are for a doctor to handle. Use 
small sterilized tweezers or forceps. 
If a needle is used, be sure to steril- 
ize it (by holding it over a match 
flame) and use immediately after 
sterilization. Before you tackle the 
splinter, wash the adjacent skin with 
soap and water and apply an anti- 
septic. 

To make the foreign body readily 
visible, soak the hand in a warm 
salt-water solution (one teaspoon of 
salt to one pint of warm water) for 
20 or 30 minutes. This bleaches the 
skin, may make the splinter easier to 
reach by drawing it to the surface. 

Always lift or press a splinter out 
in the reverse direction of its pene- 
tration. Don’t attempt to dig flesh 
or skin away from it. If the splinter 
breaks while being removed, and the 
remaining part isn’t accessible, get a 
doctor to remove it right away. Re- 
member: your two objectives in 
taking the splinter out are 1) to 
keep the wound free of contamina- 
tion and 2) to minimize damaging 
the tissues. Unless you can be rea- 
sonably certain of accomplishing 
both, it’s best to leave the job to a 
doctor. 
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SAFEGUARD OPEN TANKS 





Continued 


Before cleaning a tank, make sure 
that its contents is drained off com- 
pletely and that the clean-out doors 
(clean-out doors or sludge traps are 
required on any tank with more 
than four square feet of vapor area) 
are opened. Don’t send workers into 
the tank until the atmosphere at 
floor level has been checked for 
oxygen deficiency or presence of 
toxic vapors. All pockets or pits— 
where vapors might collect—should 
be thoroughly ventilated before un- 
protected workers enter the tank. 

Workers entering tanks with oxy- 
gen deficient atmospheres should 
wear air-line respirators and life 
lines. If some toxic or dermatolog- 
ical vapors remain, workers need 
supplied air respirators and protec- 
tive clothing, as well as life lines. 

Welding or open flames, required 
in tank maintenance, should be done 
only in the presence of adequate 
ventilation or when the welder is 
wearing suitable respiratory protec- 
tion, if toxic metal fumes may be 
given off. 


Personal Protective 
Equipment 


Providing proper ventilation on 
open tanks doesn’t complete the 
safeguarding process. Workers still 
require proper personal equipment. 
Safety shoes should be rubber, or 
have impervious soles, if the floor or 
platform area around the tank is 
wet. If they must reach into the 
tank or handle wet objects, imper- 
vious gloves are needed. Suitable 
clothing or aprons—long enough to 
prevent liquids from splashing into 
boots or shoe tops—should be pro- 
vided. 

If any danger of splashing exists 
—and especially if liquids are added 
to the tank by hand—face and eye 
protection is required. Either tight- 
fitting chemical goggles or a face 
shield may be indicated. 

Emergency rinsing facilities 
should be placed close to the tanks. 
Standard showers and eye-fountains 
are best. The minimum standard is 
a water pipe, carrying a pressure of 
less than 25 pounds, with at least 
48 inches of 34-inch or larger hose. 

Attention should be given to any 
skin lesions, burns or sores on oper- 
ators’ bodies. Small wounds should 
be treated immediately to minimize 
chances of chemical exposure. Work- 
ers should not be permitted to return 
to work after treatment except when 
authorized by a physician. Keep a 
sharp look-out for incipient ulcers 
on the nostrils, face and body of any 
worker exposed to chromic acid. 
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THERE’S NOTHING LIKE THE. . . 


SERV] Cr YOU GET 
wares" QUICK-FLOOR 


Engineering Help [] e No guesswork when you specify 





QUICK-FLOOR fo instant patch or re- 
Before & After surface a worn floor. Not by any 
Installation. means! Your Dura Tred engineer 
helps in every step of the way... 
* studies your floor needs . . . tells how 
much QUICK FLOOR is required .. . 
Easy End To and if need be, supervises simple ap- 
Cracks & Holes a tem bere lost pro- 
uction. Five minutes to lay a square 
In Your Floors foot. NON-SKID Quick floor for 
* heavy loads and durable traction of 
all kinds of industrial floors . . . inside 

A few territories or out... and at very low cost. 


open for manufac- [] 
turers’ Representa- 


tives. ASK FOR LITERATURE 


DURA TRED CO. 335 N. CENTRAL PARK BLVD. 
CHICAGO 24, ILLINOIS 


at very low cost. 


Dura-tReD co 
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Here’s an AMAZING BRAND NEW 

SAFETY SIGN that will be welcomed by Safety Men! 
Brady Safety Signs stick to wood, glass, metal, con- 
crete, etc. without moistening. May be applied to 
any clean surface in a jiffy. No screws, nails, bolts 
or skilled help necessary. All you do is peel from 
card, apply where wanted and the sign is up to stay. 


Brady Safety Signs are made of durable cotton 
cloth, Silicone Coated to resist dirt, grime and 
moisture. CONFORM TO ASA Standard Z35.1-41. 









Select your requirements from a WRITE FOR 
complete catalog of standard safety % st ef 
messages. Cost only a few cents per pps 


sign. Immediate delivery. Specials USEFUL 
made to order. CATALOG 











Circle No. 58 on reader service card for more information. 


LETTERS TO THE EDITOR 





industry. I understood that this ar- 
ticle was to include a rather com- 
plete summary of the various state 
laws concerned with compensation 
for hearing loss. I wonder if you 
can provide me with either a reprint 
of the article or a copy of the entire 
issue in which it appeared. Several 
phases of my present work and some 
of my projected plans could be af- 
fected by the informaton ... 
Allan J. Heffler 

Audiologist 
Chamblee, Georgia 

e We didn’t print a summary of 
state compensation laws as they deal 
with hearing loss, Mr. Heffler. But 
you can probably get such a sum- 
mary from the Bureau of Labor 
Standards, U. S. Department of 
Labor, Washington, D. C. 


Neurotics and Autocrats 
Editor, 

I read with a great deal of inter- 
est two articles in your March issue 
—one was Neurotic or Malingerer, 
the other was Autocrats Cause Acci- 
dents. We would like very much to 
secure reprints of both of these ar- 
ticles. I believe both of these arti- 


Continued 


cles contain some of the soundest 
thinking on accident prevention that 
has been published. 

Homer Elmore 
Personnel manager 
Jackson Mills 
Wellford, S.C. 


Editor, 
May we have your kind permis- 
sion to reprint, in an early edition 
. the article entitled Autocrats 
Cause Accidents... ? 
Mort Friedlander 
The Foreman’s Digest 
Mystic, Conn. 


Editor, 

There appeared in your March, 
1952 issue, a very excellent article 
entitled Neurotic or Malingerer?, 
which I found very interesting. I 
would like to have two reprints... 
This article was an exceptionally 
good one in regard to an important 
subject and reprints would be very 
useful to us. 

James D. Peirce, M.D. 
Medicine and Safety Dept. 
Eli Lilly and Co. 
Indianapolis, Ind. 


Editor, 

We are interested in using mater- 
ial contained in your article entitled 
Autocrats Cause Accidents ... in 
our base publication pertaining to 
safety. If permission can be granted 
for this, it will be greatly appreci- 
ated. From time to time various ar- 
ticles or portions of articles in your 
publication would be very useful in 
compiling our base publication. If 
possible, we would appreciate your 
giving us permission to use subject 
articles or portions of them, pro- 
vided we credit you... 

V. J. Hassell, Capt., USAF 
Ground Safety Officer 
Tinker Air Force Base 
Oklahoma City, Okla. 


e As a rule, we can’t supply re- 
prints of articles. But we’re glad to 
send tear sheets as long as the sup- 
ply lasts. About permission for 
other publications to reprint mater- 
ial from OCCUPATIONAL HAZARDS: go 
right ahead. All we ask is that 1) 
you credit the source, 2) if you don’t 
reprint the entire article, be sure 
that you publish our material in its 
original context. We don’t want to 
be quoted as saying something that 
we didn’t. So please, editors, be 
careful with your scissors. 









‘on-the-job wear tests” 
assure safer, longer-wearing GLOVES 


Neoprene Palm-Coated 


8 times wear 


of standard 
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Hood’s glove research men go right into the field —in every type of 
industry — to make exhaustive wear tests on all types of Hood Gloves. 
This on-the-job testing enables Hood Gloves to give top service under 
the severest working conditions, for the findings from this continual 
research lead to the adoption of new, improved processes designed 
to build greater safety and durability into Hood Gloves. 


Hood manufactures a complete line of industrial rubber gloves to 
meet every job requirement. Featured in our com- 
plete catalog is the Hood Glove Guide Chart which 
shows you “how to choose the RIGHT Glove for 
EACH job”. Write for your copy today. 
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\ HOOD RUBBER CO., Watertown, Mass. 


Standard 
weight 


Canvas gloves 


Knit-wrist 






Natural Rubber Palm-Coated 


For general 
utility use 


Knit-wrist 
with a non- 
skid finish 





Circle No. 59 on reader service card for more information. 
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Magnesium 


SAFETY 











LIGHT! RIGID! 
ROOMY HANDGRIPS! 


MANY MODELS Write for 


Bi/ TO CHOOSE FROM e descriptive bulletin 
J. ST-501 





P.O. BOX 390 
PINCONNING, MICHIGAN 






TONGS 





Circle No. 60 on reader service card for more information. 





Drive out 


FOUL AIR 


Blow in 


FRESH AIR 


with Coppus Type A 
Ventilator 


Assure greater safety, com- 
fort for workers . . . get great- 
er efficiency. 

Drive out dangerous fumes, 
gases, stagnant or hot air from 
boilers, cable manholes, tanks, 
vats and other confined places. 
Supply fresh air continuously. 
Send now for further infor- 
mation. Coppus Engineering 
Corporation 305 Park Ave- 
nue, Worcester 2, Mass. 


























@ manuotes made safe for 


workers’ entrance within minutes. 


@ sorter AND TANK INTERIORS 
cooled by Coppus. Fresh air supplied 
continuously. 


ANOTHER 


COPPys 


“BLUE RIBBON” PRODUCT 


Circle No. 61 on reader service card for more information. 





How Much is YOUR 
PLANT losing 









because of 


POOR 
VISION? 


A sampling test, of a few of your own employees, 
will show how a Visual Testing program will give 
you the results that thousands of plants are re- 
porting: 

LOWER production costs and training costs; 
lower labor turnover; less spoilage; reduced acci- 
dent and insurance rates. 

INCREASED efficiency, larger profits; increased 
employee satisfaction. 

Write for sample test of a few of your below- 
average employees—or for “What You Can Ex- 
pect from a Good Vision Program,” by a prominent 
industrial personnel director. 


KEYSTONE VIEW COMPANY, Meadville, 
Penna. Established 1892. Originators of 
Binocular Vision Testing in Industry. 


KEYSTONE Occupational Visual Service 


Circle No. 62 on reader service card for more information. 
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ROOF COOLING 
Spray Method 


Reduces Air Conditioning Loads as much as 25% 
Lowers Temperatures of Upper Floors 10° to 15° 
For Industrial, Commercial and Residential Bldgs. 
Used on all Types and Shapes of Roofs 
Installation is Simple, Inexpensive and Foolproof 
Operating and Maintenance Costs are Negligible 
Thermostatically Controlled; no Pool, no Run-off 
Millions of Sq. Ft. of roofs are cooled by A.S.* 


Besides cooling “under-roof” areas, April Showers adds longer 
life to the roof, gives added protection in case of fires and acts 
as a lightning arrestor. WRITE for detailed technical data. 
* April Showers are patented. 


APRIL SHOWERS COMPANY, INC. 


“ 4126 Eighth Street, N. W., Washington 11, D. C. 











Circle No. 63 on reader service card for more information. 
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CONFUSION FOLLOWS CATASTROPHE 





tendents, and a portable loudspeaker 
was set up to give them further in- 
structions in clearing their crews 
safely. 

Emergency headquarters were set up 
for the fire chief, police chief, 3-M 
personnel, insurance and identifica- 
tion groups. Spontaneous offers of 
help were immediate: an alert to 
hospitals from local radio stations; 
doctors and nurses from neighboring 
plants; trucks and blankets from a 
nearby laundry; coffee for rescue 
workers from a coffee salesman; 
Red Cross, Salvation Army head- 
quarters on the scene. 


Identification was handled by the 
personnel department. Two men and 
a girl were sent to each of the hos- 
pitals. A phone line was kept open 
so that information on the dead and 
injured could be recorded immedi- 
ately. Four men on the mineral 
building’s night shift were sent to 
the morgue to identify bodies of the 
men who had relieved them. Time 
cards too were checked to establish 
identity. By 3 p.m. the same day, 
everyone had been accounted for; 
but at the time, 3-M officials weren’t 
sure. 


Continued 


Immediate aid to bereaved families 
was arranged the following morning. 
One personnel man was assigned to 
each family and kept on 24-hour 
duty to do whatever was necessary. 
They notified relatives, sent tele- 
grams, made funeral plans, arranged 
for transportation of close relatives. 
(The father of one of the men killed 
in the explosion was located in Al- 
aska and brought back.) Pay checks 
and death benefits were ready for 
families the day after the blast. That 
day was 3-M Company’s pay day, 
and everyone got his check as usual. 
All funeral expenses were paid by 
the company (although this wasn’t 
publicized). In addition, two family 
counselors were retained to contact 
workers’ families and take care of 
special problems. 

3000 autos jammed the roads lead- 
ing to the plant the day of the ex- 
plosion. But only those on business 
were passed. Every employee—in- 
cluding the company’s president— 
had to show his identification. It 
took a lot of patience and careful 
handling to deal with the .crowd, 
many of them hysterical relatives of 


employees, who tried to enter the 
plant. 

Press relations were handled wisely. 
The natural impulse in case of trou- 
ble is to give out no information. 
But relatives and friends want facts 
—and they have a right to get them. 
Rumors mushroom at times like 
this: the best way to quash them is 
with accurate information. So there 
was no gag on news—as soon as it 
was substantiated. The only hold-up 
was on the names of workers killed 
and injured. Both radio and news- 
paper men cooperated in withhold- 
ing the names until their families 
were contacted personally. The press 
bureau even used a tape recorder to 
interview survivors and check wit- 
nesses so that late-arriving report- 
ers could get complete coverage. 


What Did The 
Blast Teach? 


When the tumult had subsided, 
Ivan C. Lawrence, 3-M vice-presi- 
dent, pointed out some _ lessons 
taught by the tragedy: 

e Every company should have an 
emergency plan, a concrete system 
for handling the many hectic de- 
tails that arise in a case like this. 
And it should be headed by a top 
executive, with a capable alternate. 








DEPENDABLE DRESSINGS 





| 


for FIRST AID, for EMERGENCY 
for DISASTER, for DEFENSE 


With a distinguished record of use by the medical 





* services of the Armed Forces, by other governmental 
agencies, by hospitals, by emergency and disaster 
units, by industrial clinics and first-aid stations . 


Vi 







TRADE MARK ® 


eee always STERILE, 


for imme 
°Pplication fp 


an abra 


4 


7 always READy 
di late and easy 
© dress gq burn, 
Sion, and other 
Surface j injuries, 





\ Wo. 3 


ELINE STERILE PETROLATUM 


have been adapted by surgeons as standard pro- 
cedure, by nurses as preferred matériel, by profes- 
sionally-trained aid personnel as the compact, ready- 
made, ready-to-apply dressing of their choice. 


CHESEBROUGH MFG. CO., Cons’d 
Professional Products Division + New York 4, N. Y. 


Specify these superior dressings in 
the foil-envelopes to your mats 





Circle No. 64 on reader service card for more information. 


70 


OCCUPATIONAL HAZARDS 
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e A control center is needed. In 
3-M Co.’s explosion, it was set up 
several blocks from the scene of the 
disaster when gases from the con- 
necting tunnels forced closing the 
switchboard and evacuating all 
buildings. All agencies should re- 
port to this center. 

e Sub-centers are needed to pre- 
vent bottlenecks at the control cen- 
ter. Those needed are: commun- 
ications; plant protection and safe- 
ty, to work with municipal rescue 
crews; handle evacuation, identifi- 
cation, shutting down machines; 
first-aid, to channel plant and com- 
munity medical activities; mainten- 
ance, to furnish emergency water 
and power, direct salvage work. 

e Communications are vital. 3-M 
Co. had no alarm system, except for 
fire. Alarm systems should be sepa- 
rated from general call systems and 
should be coded to distinguish minor 
fires from general alarms. A public- 
address system is also valuable in 
directing relief work. The commun- 
ication plant should also provide for 
emergency telephone service. 





Dry Chem On Oil 





This fire raged for five days in 
the Las Mercedes oil fields of Vene- 
zuela. It was set off by an electric 
spark, couldn’t be brought under 
control until... 





. . . six 150-pound dry chemical 
wheeled extinguishers reached the 
scene. They were rushed, in answer 
to radio calls, from other parts of 
the country. Fifty seconds after 
they went into action, the fire 
was out. 


Pix: Ansul Chemical Co. 
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TOUGH 
NEW 


GLOVE 


with a 


TOUGH 
NEW 
COATING SILVER 


These toughies will save you 
money, keep all hands cooler. 
Silvery coating reflects moderate 
heat radiation, resists cuts, snags, 
abrasion, and chemicals, won't 


THE crack or peel. Curved finger de- 
sign, swing thumb, all standard 
styles. 

Write for name of your distributor. 


RUBBER CO. 100 Hall Avenue Carrollton, Ohio Dept. O 
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IN CANADA: Safety Supply Company, Toronto, Ontario 


Circle No. 65 on reader service card for more information. 





For 100% Effect Get 
The Dav-Son ‘‘Safety Director’’ 


Flashing color, changeable letter display for 
your important safety messages. The most ef- 
fective safety bulletin made. 


Write for special circular. 


We manufacture Changeable Letter Bulletin 
Boards, Cork Back Boards and Directories for 
every purpose. 


AG. DAVENPORT & SOM UNC. 


DAU. ESTABLISHED 1932 
=U 0-311 N. DESPLAINES ST., CHICAGO 6, ILL. 


Circle No. 65 on reader service card for more information. 






























CORPORATION 


3839 WABASH e DETROIT 8. MICH 


Circle No. 67 on reader service card for more information. 
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Offered Services in Ads 





Any air pump is the recharging sta- 
tion for the new Kidde extinguisher. 


Get full facts on this unit. 


Circle No. 11 on reader service card. 


Ladder wobbles are sure sources of in- 

jury. Ask about the new Jon-E-Fut 

device to equalize ladder legs. 
Circle No. 42 on reader service card. 


Wherever footing is important, 4-Way 
Safety Plate pays off in safety. Bul- 


letin F-1 gives complete info on this 
Inland Steel product. 


Circle No. 37 on reader service card. 


Safety awards give workers evidence 
of your interest in their records. 
Ask for a copy of Williams’ com- 
plete catalog, showing all kinds. 
Circle No. 77 on reader service card. 


On or off the job, workers will wear 
the new, good-looking Iron-Age 





WHEN YOU'RE A iP FIRE YOU'VE GOT 
TO WIN r IN THE FIRST ROUND! 
tary 

















Instantaneous Release Truck Brackets 
Ayailable For All Extinguisher Sizes 


fo. they frfviation, wale 
DEY fit 
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DELIVER THE KNOCKOUT PUNCH 
WITH Safety fae? DRY CHEMICAL 


FIRE EXTINGUISHERS! 


For In-Plant Protection . .. Trucks ... 


Busses . . . Anywhere Fire Can Strike 


The first few seconds of a fire are critical... make 
them count with a Safety First Fire Extinguisher. 
Snuff out flammable liquid, gas, oil, grease and 
electrical fires instantly! Inspected and label serviced 
by Underwriters’ Laboratories, Safety First Fire 
Extinguishers are safe to use, easy to operate, easy 
to refill. There are no toxic gases or choking fumes, 
and the dry chemical stream is a non-conductor. 
Available in the regular industrial type or the revo- 
lutionary pressurized Safe-T-Meter model with the 
exclusive visual gauge that tells you when it needs 
refilling. - 


SAFE-T-METER FEATURES 
Approved Underwriters’ Rating 

Pressure Gauge Tells Extinguisher’s 

Status At A Glance 

Can Be Used Intermittently 

On-The-Spot Refilling, No Tools Required 


alae 





PRODUCTS CORP., ELMSFORD, NEW YORK 


Circle vin 68 on reader service card for more information. 


72 





safety shoes. You can get a color 
brochure showing all styles. 
Circle No. 14 on reader service card. 


Safety signs for every purpose are 
shown in Stonehouse Signs’ catalog. 
It’s yours for the asking. 

Circle No. 17 on reader service card. 


You can’t afford to hire broom push- 
ers. That’s why Parker Sweeper Co. 
wants to send you a _ fact-file; 
sweeping costs will amaze you. 
Circle No. 18 on reader service card. 


Greater protection has been designed 
into Fabriko aprons, sleeves, caps. 
Ask for complete info, showing de- 
tails on all protective items. 

Circle No. 31 on reader service card. 


Free sample of 3-M Co.’s Safety Walk 

is yours on request. It’s an easy-to- 

use fabric for preventing slips. 
Circle No. 38 on reader service card. 


Summer threats to outdoor workers 
can be side-stepped with new Medi- 
cal Supply Co. units. Complete facts 
offered on this unit system of pro- 
tection. 

Circle No. 21 on reader service card. 


Another heat beater is the General 

Bandage sweatband. You can get a 

free sample to test it yourself. 
Circle No. 79 on reader service card. 


Total service—eye protection plus 
safety promotion—is offered by 
Bausch & Lomb. Let them give you 
details on this eye-saving system. 

Circle No. 82 on reader service card. 
A menual on press guarding is of- 
fered free by Junkin Safety Appli- 
ances. It’s valuable reading. 

Circ'e No. 41 on reader service card. 


More eye sefety for less money: that’s 
the claim of American Industrial 


Continued on next page 





Seasonal Safety 
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THE LIFE YOU SAVE “MAY I BE YOUR OWN 





There’s always some special occa- 
sion or seasonal interest to tie in 
with safety. So General Electric 
Co.’s sprawling Salem, Mass., plant 
does a good job of keeping its main 
gate display topical. The huge case 
is lighted for viewing ’round the 
clock: displays change regularly 
(Thanksgiving theme is illustrated) 
to make them interesting in all 
seasons. 
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HOW TO KEEP 
FLOOR MACHINES HUMMING 





Continued 


the manufacturer, or to his author- 
ized service agent. But before you 
pack it up, check over the points 
below. Maybe you can remedy the 
situation yourself: 

e If motor is dead: check the 
power at the outlet, cord connec- 
tions, switch and motor. Use a test 
lamp or volt-meter. Low readings 
can isolate source of trouble. 

e If motor hums, but doesn’t run: 
first check the contacts on the start- 
ing switch. Adjust if necessary. If 
the trouble isn’t in the switch, check 
the leads from the condenser and 
the starting-switch plate, 

e If motor heats up: first check 
the stator windings. They may need 
rewinding. Next, check starting- 
switch contacts. Unless they are 
open when the motor is running, the 
motor will hum and_ overheat. 
(Note: normal operating temper- 
atures may be as high as 175°. They 
will feel hot to the touch, but aren’t 
causes for concern.) Last, check the 
voltage at the motor. If line voltage 
is too high, motor will run hot. Low 
voltage causes the same result. Are 
you using an extension cord? If it’s 
not heavy enough, or isn’t properly 
connected, that may be the cause of 
the overheating. 

e If motor runs at improper 
speed: check voltage at the motor, 
see that voltage setting is correct 
for the voltage used. Look for loose 
connections, burned contacts or 
frayed wires. Check outlet, cords, 
connections and switch. 

If machine gives.shocks: look first 
for frayed wires on cords and con- 
nectors. Check for foreign metal 
particles which may be lodged be- 
tween motor winding and core. See 
that no current-carrying parts are 
touching the motor case or frame. 
Make sure that the ground wire is 
connected. 

e If gear unit is noisy: disassem- 
ble and clean all parts thoroughly. 
Check for damaged -gear teeth. 
Check for defective or dirty bear- 
ings. 

e If motor runs, but gear unit 
does not turn: check for worn or 
broken motor drive gear or missing 
drive gear key. 

e If gear unit is loose: check for 
worn gear carriage or worn adaptor 
or lower end bell. 

e If machine is unsteady: check 
the brush on the floor. Often this 
is caused by storing the brush on 
the machine. The bristles’ get 
crushed and cause the machine to 
wobble. 
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SERVICES OFFERED IN ADS 





Continued 


Safety Equip. Co. They’ll back it up 
with a big catalog. Free. 


Circle No. 36 on reader service card. 


Dirty floor troubles? Finnell System 
has the answer in its line of time 
and labor savings scrubbers. Ask for 
facts on cutting your cleaning costs. 
Circle No. 3 on reader service card. 


For all-around wear Neo-Crepe soles 
can’t be beat. So says Gro-Cord, 


maker of this new DuPont sole. 
Want facts? They’re free. 


Circle No. 25 on reader service card. 


Chemical safety shoes now available 
from Thom McAn are made with 
Dacron thread. Get facts on this 
new shoe type for long-wear, chem- 
ical safety. 

Circle No. 23 on reader service card. 


Keep your head covered with a strong 
accident-stopper. MSA’s Skullgard 
has important new features. Ask 


Continued on next page 











the SAF-I-SPEC 


Offers MAXIMUM “spectacle-type” oo 
IMPACT PROTECTION Pay #9 


* Modern attractive design—Striking appearance. 
? Comfortable—lightweight—Velvet soft nose piece. 
’ Rugged—tough—Meets Federal spec. for impact. 
. Lens made of Optilite ® Optically correct. 
* Low original cost—Low cost replaceable lens. 
° Employee acceptance—Feather-lite comfort. 

Lens can be quickly and easily changed. 


” Lens also interchangeable with SAF-I-DUO, safety goggle. 


@ Also manuf 


SAF-I-DUO Safety G 


Write for literature and prices. 


UNITED STATES SAFETY SERVICE CoO. 


KANSAS CITY 6, MISSOUR! 





facturers of the SAF-I-SHIELD e@ and 


Goggles 


BRANCHES IN PRINCIPAL 
In Coneda PARMELEE, LTD. Toronto 


INDUSTRIAL CITIES 





No. 241003 
—ALL CLEAR 





No. 242003 
—ALL CLEAR 
WITH SIDESHIELDS 








y 


No. 241123 
—ALL GREEN 
ANTI-GLARE 





No. 242123 
—ALL GREEN 
WITH SIDESHIELDS 





Circle No. 69 on reader service card for more information. 
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SERVICES OFFERED IN ADS 





Continued 


for Bulletin DK-15. It gives details. 

Circle No. 7 on reader service card. 
Guarding worker vision is the task done 
by Eye-Savers, comfortable in any 
weather. You can get complete info 
on them from Watchemoket. 

Circle No. 2 on reader service card. 
Summer shoes should be on your 
shelves soon if you’re going to pro- 
mote foot safety in warm weather. 
Take a look at Lehigh’s new styles 
for summer. 

Circle No. 15 on reader service card. 
Get to victims of shock or asphyxia 
with effective treatment fast if you 
are going to help them. Ask about 
the new E & J equipment for fast 
rescues, 

Circle No. 22 on reader service card. 
For all cleaning, there’s a Pax cleanser 
to do the job—effectivly and safely. 
Ask for a catalog of the entire line. 

Circle No. 20 on reader service card. 
A safe grip on chisels and other hand 
tools is assured by the Safe-Hi 
chisel grip. Rose Mfg. Co. will sup- 
ply facts on its uses. 

Circle No. 40 on reader service card. 


Guard against suits for industrial deaf- 
ness by including ear exams in your 
pre-employment testing. Audio- 


meter Sales Corp., will supply de- 
tails. 

Circle No. 54 on reader service card. 
No nausea or other ill effects from 
salt tablets made by the new U. S. 
Safety Service method. Get facts 
on this warm-weather necessity; 
free, 

Circle No. 55 on reader service card. 
Poor vision costs thousands in acci- 
dents and waste. Keystone View 
will prove these losses by testing 
men free in your plant. Ask for 
facts. 

Circle No. 62 on reader service card. 
Hook up three connections and that’s 
all you need to give workers health- 
ful showers. Catalog 4701-CS shows 
all Bradley shower units—vital in 
summer. 

Circle No. 44 on reader service card. 
Save on lenses by buying them direct 
from the manufacturer. Ask for a 
complete catalog of safety lenses 
from Pennsylvania Optical Co. 

Circle No. 27 on reader service card. 
File No. 906 is full of valuable fire- 
fighting information. It’s yours for 
the asking from Ansul Chemical Co. 

Circle No. 29 on reader service card. 
Sound the alarm to give workers that 
extra margin of safety in event of 
trouble. Federal Enterprises has 
alarms for every purpose. Ask for 
facts. 

Circle No. 34 on reader service card. 


A grip that lasts is the big feature of 
Cols-Grip, something brand new in 
plastic-coated gloves. Ask for the 
name of the jobber who can prove 
it. 

Circle No. 45 on reader service card. 
Press safety depends on adequate 
guarding. Searjeant Metal Products 
Co. wants you to have a copy of its 
new booklet on an effective guard. 

Circle No. 49 on reader service card. 
A tamper-proof guard supervisor is 
described in Chicago Watchclocks’s 
new brochure. For extra protection 
to property, ask for your copy. 

Circle No. 51 on reader service card. 
Drive foul air out of work areas. The 
Coppus Type A ventilator is just 
the ticket for supplying fresh air to 
enclosed places. Ask for details. 

Circle No. 61 on reader service card. 


Keep cool this summer. A good way 
to reduce heat in upper floors is to 
spray roof-tops. April Showers Co. 
will provide data on ways to do it. 
Circle No. 63 on reader service card. 





Disaster Control 
Planning 

Will be the subject of 
next month’s special fifth Annual 
FireProtection ForIndustry section. 
Besure to look for itin June O.H. 
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LITTELL 


Air Blast Valves 


Eject Automatically by Air 
... not by Hand 


SAFETY EQUIPMENT FOR ALL INDUSTRIES 





























BGGg_GbE. LE GBB, ,”.: 


ee Faster production and lower 
labor costs < 
C94" / a \ |: gee... Reduce air consumption / 
92 percent 
yf eo) | ee - - No damage to dies due 
to clogging 


SAVE HANDS ... 





MACHINE CO. 


oe - AIR DIVISION 
4171 RAVENSWOOD AVE., CHICAGO 13, ILL. 
District Offices: Detroit and Cleveland — 





Circle No. 70 on reader service card for more information. 
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ee Keep operators’ hands and 
fingers out of danger zone 
y:0'4 ae Ce) | & eee -. Insurance premiums are lower 


when accidents are reduced. 


QUICKLY INSTALLED—Littell Air Blast Valves can be installed 
on any make or size press in only a few minutes. 


WRITE FOR 
BULLETIN 
NO. 13 
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materials in stamping machines and die 





a 
ww} 


QA 


PRESS FEEDE 


A speed-up tool for lifting, feeding and 
positioning blanks of metal and other 


presses without inserting the hands or 
fingers within the danger zone. 

Used for separating sheets, transferring 
from piles or stacks . .. many other uses 
on all non-porous materials. 


(PCD Safety Equipment for all Industriee 


INDUSTRIAL PRODUCTS COMPANY 


2830 N. FOURTH STREET @ PHILADELPHIA 33, PA. Y 
“pyusuetarednsusdddddddddeddddedeule 


Circle No. 71 on reader service card for more information. 
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added new diseases to their sched- 
ules, 

In Michigan, a legal obligation on 
the part of employees to submit to 
periodic free examinations or for- 
feit their compensation benefit 
rights, was deleted from the law. 

e Other extensions of compensa- 
tion benefits were enacted by 22 
states. Largely they added employ- 
ments to the list of occupations cov- 
ered or removed exemptions for 
specific workers or employers. 

A major extension of coverage— 
adopted by 11 states—was for civil- 
ian defense workers. This brings 
the total of states who compensate 
these workers to 14; Ohio and New 
York through amendments to their 
compensation laws, other states by 
incorporating the provisions in their 
civil defense acts. 

Rehabilitation of injured workers 
received new support in measures 
adopted by Missouri, Ohio, North 
Dakota and Puerto Rico. The most 
ambitious move in this direction was 
Ohio’s, where $300,000 was author- 
ized to be spent on a rehabilitation 
center. 


FOLLOW THE YELLOW STRIPES 





Continued 


to mark traffic aisles. With only a 
little modification the tape aisle- 
markers were applied to identifying 
smoking areas, in addition to pas- 
sageways. 

e Instead of all lanes being mark- 
ed in white, three colors are now 
used: white indicates trucking lanes; 
red means danger area, no smoking; 
yellow designates safe, smoking- 
permitted places, 

To make the system foolproof, B 
& L took a cue from highway mark- 
ing methods (“don’t cross yellow 
line if it is on your side of the 
road”). They switched from a single 
to a double line of tape to designate 
different areas. For example: two 
parallel red lines prohibit smoking 
on both sides: a red line running 
along next to a yellow line indicates 
that smoking is permitted on the 
yellow side only; two yellow lines 
means that it’s alright to smoke on 
both sides. 


Educational Program 
Followed Installation 


When installation of the tape 
markers had been completed, all B 
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& L workers were told what they 
meant. Bulletin boards (see cut) 
explained the color-tape coding. 
Personal letters, pay envelope stuf- 
fers and personal explanations by 
supervisors were all used to make 
sure that the system was understood. 
And the company’s handbook for 
new employees includes the same 
information. The handbook also ex- 
plains that locker rooms, washrooms, 
elevators and stairways are strictly 
off-limits as far as smoking is con- 
cerned. 


Since a violation of the rules can 
work a hardship on all employees, 


B & L lets workers know what the 
company’s penalties for infractions 
are: lay-off or outright discharge 
may be the punishment. For a 
second offense, smoking privileges 
for the entire area involved are au- 
tomatically suspended for one year. 


There’s no excuse for violation of 
the no-smoking rules now, and B 
& L hasn’t had any since the three- 
color tape markers went in. Another 
handy feature of the system: if pro- 
cess revisions make changes neces- 
sary, alterations in tapes can be 
made easily with no trace of the old 
markings showing through. 

















NEW TOOL WELDS SAFETY-TREADS 
FASTER, BETTER AT LOWER COST 


No Arc to “Hold” with New Vibrator Welding Tool— 
Deposits Non-Slip Beads on Metal Surfaces at 5 FPM— 
Total Cost 10c Per Sq. Ft. 


Now you can do a really effective job of preventing slipping and 
falling accidents on smooth metal surfaces. Just apply rough 
metal beads, quickly and easily, with the RUF-TRED vibrating 
electrode holder. Used with standard AC or DC welding ma- 
chines, the RUF-TRED Tool deposits hard, “foamy,” long-wear- 
ing beads which retain their “gripping” characteristics even 
when wet or oily. As easy as drawing a chalk line. Fast—applies 
5 feet per minute. No welding skill required—the RUF-TRED 
Tool vibrates the electrode for automatic intermittent arcing. 
Total cost for safety-treading one square foot only 10c, including 


labor, material and power. 


Slip-proof your metal stair treads, walkways, platforms, running 
boards, foot pedals, door sills, manhole and trench covers. 


Write for FREE Bulletin 56-H 


METALLIZING ENGINEERING CO., INC. 


38-14 30TH STREET 


n Great Britain 





ME HatiD 


METALLIZING EQUIPMENT CC 


LONG ISLAND CITY 1, N. Y. 


IMPANY. LTC ated olaloluMal-tiaen adel alate Mn dale 
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q And Sudden 
Injury 


FOUR MEN WENT INTO a sewer exca- 
vation: none came out. The fumes 
got them all. That’s the whole story, 
as far as the papers were concerned. 
But the photo tells a lot more. To 
safety men, there’s enough informa- 
tion in the picture to write a pretty 
complete report. 

Fact 1: the two members of the 
rescue squad who are digging the 
four bodies out of the sewer slime 
are equipped with proper breathing 
equipment, safety belts and life 
lines. 

Fact 2: the three partly-visible 





bodies are wearing no safety belts, 


no life lines, no masks. 

It doesn’t take much of a guess to 
determine that those men died be- 
cause they had no protection against 
the fumes and no equipment to be 
removed from the sewer when the 
fumes hit them. Why? Probably 
because they didn’t know that the 
excavation was filled with deadly 
fumes. If they didn’t, they certainly 
should have. No tank or other con- 
fined place that might harbor fumes 
should be entered before its atmos- 
phere has been tested. Handy port- 
able instruments for this purpose 
can avert tragedies like this one by 
telling a man in advance what he’s 
liable to run into. 

e Another safety precaution that 
should always be taken in work of 
this kind — every man should be 
wearing a belt and life line. Even 
with the proper mask, the belt is 
necessary: he might slip or become 
sick and would have to be hauled 
out. Standard procedure is to station 
a man where he can watch the 
workers below. His job is to spot 
signs of trouble and pull the man 
out before he is seriously affected. 
The watcher keeps an eye on air 
hoses and life lines too, to see that 
they don’t become fouled. 





Reprints... 


... of the facing page are avail- 
able from O.H.’s Reprint De- 
partment. Cost: 1 to 19—12c 
each; 20 to 49—10c each; 50 to 
99—8c each; 100 and over—6c 
each. Orders for each month’s 
reprints must be received, to- 
gether with payment for them, 
by the 25th of month of publica- 
tion. Please send separate order 
for each month’s reprints. Allow 
three weeks for delivery. 
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Don't Let ATHLETE'S FOOT 
Bench YOUR Players! 


ALTA C BUILDS MORE 

ar 

J EFFECTIVE TEAMS! 
| In baseball, track, swimming and ANY sports compe- 
a tition, HEALTHY teams are WINNING teams, ONE 





member with painful, distracting Athlete’s foot can 
B impair the efficiency of your entire team. 


Here’s the Sound Tested Program 
for ATHLETE’S FOOT Control: 


1. ALTA-CO POWDER 
. . - for the all-important foot tub in your shower rooms. One 
pound to a gallon of water kills common Athlete’s Foot fungi 
IN LESS THAN A MINUTE! Non-irritating; harmless to towels. 
Easily tested for proper strength with Dolge Atla-Co Powder 





Tester. 
ie >, 2. ALTA-CO FOOT POWDER 
XW . . » for dusting, gives additional protection against re-infection. 
, Soothes while drying between toes in shoes and socks, this 


potent but gentle fungicide does its work where Athlete’s Foot 
fungi flourish. 


3. ALTA-CO 300 H.D. FUNGICIDE 
Bich “9 . for your daily systematic g room floors. 
a In economical solution (1 to 300), its action is both fungicidal 
and bactericidal, giving your floors the same hygenic sanitation 
you demand be taken by each user of your facilities. 


hi of sh 





4 


Write for 36- 
page _illustrat- 
ed booklet, 
“Athlete’s Foot 
—A Public 
Health  Prob- 


lem’’. 


egerittahsles 













WESTPORT, CONNECTICUT 
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E-X-P-A-N-D-E-D COTTON* 
SWEATBANDS 





Soinexpensive, they can be used and thrownaway... 
So strong, they can be rinsed and used repeatedly! 


Here’stheanswertoperspiration...super- 
soft, super-absorbent E-X-P-A-N-D-E-D 
COTTON SWEATBANDS. Real com- 
fort for those hot-spot jobs...a better 
band at a Jower price. 

Perfectly designed. No metal parts to 
—— feel only softcool, rustor chafe, cotton-covered elastic holds 
psy 7” band firmly but you can’t even feel it. 
Dectad sane enpendedto 8 iimesnoe, Get E-X-P-A-N-D-E-D COTTON 
mal thickness! SWEATBANDS from your regular dealer 
FOUR-LAYER FOLD—Extra absorbent in safety or first aid supplies. Write us 


capacity! 
NO METAL—Only pure cotton and cot- for f ree samp le today. 


ton-covered elastic. No rusting, chofingy GENERAL BANDAGES, INC., Chicago 5 


Makers of GAUZTEX—The bandage that sticks to itself 


Circle No. 74 on reader service card for more information. 
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PRODUCT INFORMATION 





Continued 


YOUR FLOORS and How To Maintain when the repairs are done with 
Them is the title of a manual just Permamix. Ready for instant use 


published by Multi-Clean Products. right from the container, Permamix 
Set up for quick reference, it in- is an instant-setting patching ma- 
cludes complete step-by-step in- terial for all kinds of flooring. Data 
formation on care of all floor sur- sheet on request. 


faces. No charge for your copy. Circle No. 123 on reader service card. 


Circle No. 122 on reader service card. 


WILD CARS or switching cars can 
TRAFFIC NEVER STOPS or detours make rail yards and spurs dangerous 
around areas under repair — not work places. The Nolan Derail is 





Hou CLEANLINESS IS AUTOMATIC WITH 


SalE WASTE RECEPTACLES 4 


Everybody is a member of your cleaning department 
by conveniently locating Bennett Bilt Self-Closing 
Receptacles to invite their use for economical neatness 
and sanitation. Put them to work for you today. 


ONLY BENNETT BUILT WASTE RECEPTACLES 
HAVE ALL THESE FEATURES: 

@ Stainless steel feet 

@ Extra heavy-gage, corrosion-resistant steel 

®@® All-welded construction 

@ Smooth surface—no catching or tearing of cléthes 

@ Reinforced rounded corners for strength 
and appearance. 

@ Counter-balanced self-closing, independ- 
ent doors stay closed to provide greater 
sanitation and reduce fire hazards 


@ Baked white or green enamel finish 







Built for hard usage make these receptacles 
a natural “buy”. Write for fully illustrated 
catalog. 


Below shows how easy it is to remove Osnaberg 
bags or galvanized liners. 





ALSO PRODUCERS OF PAPER TOWEL 
AND TISSUE PAPER DISPENSERS 





No. 500 and No. 600 tissue 
paper dispensers for single fold 
and double fold respectively. 





Single fold junior paper towel dispensers. Double fold paper towel dispensers. 


BENNETT MANUFACTURING CO., ALDEN, N.Y. 


Circle No. 75 on reader service card for more information. 
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recommended for these places. It’s 
a portable unit for temporary de- 
railing service. Full details and 
prices are yours on request. 

Circle No. 124 on reader service card. 


THE DIFFERENCE between safe oper- 
ation and a mechanical failure is 
often the ability to spot fatigue and 
defects in equipment—in time to 
prevent serious trouble. That’s 
where Magnaflux field inspection 
comes in. Six different methods of 
non-destructive testing are available 
to catgh trouble before it happens. 
You'll find them all explained and 
detailed in a free new pamphlet. 
Circle No. 125 on reader service card. 


PHOTO PROOF that any plant—large 
or small—can cut manpower waste 
and sweeping costs is offered in a 
new pamphlet by Parker Sweeper 
Co. Case histories show savings in 
the thousands. Full line of mechan- 
ical sweepers is pictured and de- 
scribed. Ask for a copy. 


Circle No. 126 on reader service card. 


LINEMEN’S GLOVES are _ different 
from other hand protection. You'll 
see just how different when you 
take a look at a new picture-folder 
showing the steps in their produc- 
tion. It’s available free from White 
Rubber Co., gives glove care facts 
too. 
Circle No. 127 on reader service card. 


BATHING MASKS and other personal 
protection equipment is a simple 
task now, says MSA, thanks to its 
new Cleaner -Sanitizer. Handily 
packed in l-ounce envelopes, it eli- 
minates waste, simplifies the entire 
cleaning process. Ask for a copy of 
bulletin CM-18 and get complete 
details on this new cleaner. 
Circle No. 128 on reader service card. 





The Lessons Taught 
By 3-M Co.’s 
Explosion... 


. . are being put to good use 
in at least one area: Hudson 
County, New Jersey. OH will 
describe what’s happening there 
—and show you how to do the 
same kind of job—next month, 
in its 5th annual Fire Protection 
For Industry section. Don’t miss 
this important special feature. 
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2 
s 
ET —kr NA ATETO e 
SAFEGUARD OPEN TANKS How to Buy . N54 All milled 
ua Pont neo- 
. P @ brene Stanzoil, 
ne the Best Gloves e heavyweight. 
Non-slip fingers 
Table 4: Characteristics of for the Job : Ss 
_ : eee ; 
Commonly Used Substances ° sraight fuer 
At Lowest Coat! 3 
Suggested Flash Boiling Rate of \F » ® 
Hygienic Point Range Evapor- e 
Standard (deg. F.) (deg. F.) ation pos ) 
3 
. # ® 
Monofluorotrichloro- 
DENIED, Jane heap ciwasernss Cc none 75 Fast 
Mononitrotoluene ......... A 223 460 Nil 
Naptha (coal tar) ......... B 100-110 300-400 Nil . z 
okie (V.M. & P.)..... B 20 212-320 ~—s Fast Smart buyers find it doesn’t pay to buy one kind of 
Nickel Carbonyl .......... A 140 110 Fast glove for several different jobs, even if it’s cheap. 
Nitrobenzene ............. A 190 412 Nil What pays is good PLUS elo to ae. — 
CN. otecnckdtwuncstuyve se B 60 257 Medi vt : - ~ 
acai + SOOM E P oe 2. Cc 40 pie a=” easier and faster. Fit gloves effi- 
OD acc ivcivcounneens B 60 216 Medium one to —- a eee 
iso-Propyl Acetate ........ B 40 194 Fast nich ae tae fie 
iso-Propyl Alcohol ........ B 53 181 Fast idea achaiee ,* Snenenth na 
iso-Propyl Ether .......... B —18 156 Fast a eae 
Stoddard Solvent ......... B 110 300-400 Nil _ —_ _ — 
Styrene Monomer ......... B 90 295 Slow Agger pai "32 > “wn 
1,1,2,2-Tetrachlorethane ... A none 295 Slow wel 9m eleee eniees Matting 
Tetrachloroethylene ...... A none 249 Medium fit rst sclentiie home eset - 
Toluene (toluol) .......... B 40 232 Medium aeccusia tor die dane 
Oo ne A 188 392 Nil age A P 
Trichloroethylene ......... B none 189 Fast me ae 8 y: 
Turpentine freee teeters A 95 300 Slow Industrial Glove Division 
Vinyl Chioride .......-see; B 20 57 Fast 
MEE “Si eawcb kee snenaacckws Cc none 212 Slow 
PHIONG, OFTNO cicsccccseses B 63 291 Medium The PIONEER Rubber Company 
638 Tiffin Road ° Willard, Ohio 
All tables: courtesy of American Standards Association. ree Ee sroetY Stevs mAsine 
Circle No. 76 reader service card for more information. 











et ian lin cae 


DESIGNED FOR |MEMO To: } 


GREATER SAFETY DAVE 
mua. 


7O% OF THE 
| LARGEST MERS. 
. IN THE U.S.A. ARE | 





Pe. DOING SQMETHING 
eg Ee | YOU OUGHT To | 
SAFET 

GC-3 PLAQUE .. . beautiful two- KNOW ABOUT. 
ol gg gg QE THE THEY'RE USING 






a 
shield. 734” x 714”—$6.50. 


NEW ONOX SKIN-TOUGH- 
KENNEDY “VICTORY” CAP ENING TO PREVENT | 
COOL COMFORTABLE MESH. ATHLETE's FOOT. 


Better protection for all the hair all the 
time because the full, wide, snood-type 


back of the new Kennedy “Victory” Cap PLEASE ASK ABOUT 


permits complete coverage. Easy to put 


pg no gl gaaalallld THEIR 60-DAY TRIAL 
glazed enamel, heavily gold plated 


Write Dept. OH For Complete Information 
: OFFER. WRITE To | 
pin and safety lock catch 


$10.50 oro (plus Fed. tax) V. E. KENNEDY— f ONOX INC. 121 2ND } 
IMMEDIATE SHIPMENT i (e7-¥ 8 Beem ] ST. SAN FRANCISCO, CAL. 


Write for Complete Safety Catalog 
WILLIAMS JEWELRY & MFG. CO. 3735 NORTH 35TH STREET 
Silversmiths Bldg., 12 S. Wabash Ave., MILWAUKEE 16, WISCONSIN 
Phone CEntral 6-5018 Chicago 3, Ill. 





1933 SERIES .. . 144” dia. hard 
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SAFE X 
FLOORS \\ 


...even when 
wetted ! 


és 


° SUPER-SAFE 
¢ MAR-RESISTANT 


CETOX 


Hydraoxated Carnauba Dressing 
for all floor surfaces 


CrETOx contains chemically 
hydraoxated Carnauba. No 
abrasives or silicas added. The 
slip is out. Its dazzling self- 
lustre, tough to mar qualities, 
and safety under foot are amaz- 
ing . . . even under tracked in 
or spilled water. 


Make the all-weather CETOx 
test. Put CETOx on your floor. 
See how it withstands heavy, 
abrasive foot traffic—through- 
out rain and shine. Get Super 
Safe CreTox for your floors. 


Listed by Underwriters’ Laboratories, 
Inc. as anti-slip floor treatment 
material, 


Approved by York Research Corp. for 
the American Hotel Assoc. 


CETOX 
Products Co. 


HOWARD & WEST STREETS 
BALTIMORE 30, MARYLAND 
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1951 leads all previous years in 
plant fatalities and injuries! 


Year by year as production schedules are in- 
creased, emergencies to injured workers are 
being met by the revolutionary, compact and 
simple to operate COLLAPSI-COT Ali Purpose 
Stretcher. 

. at strategic plant locations 

- in plant courtesy cars 

. « « for removing workers from hazardous 
conditions 

Now, more than ever, with the threat of 
atomic warfare, it will pay you to investigate 
the many valuable features of COLLAPS!I-COT 
You can get details from—E. Frank Hinkamp. 


Emergency Aids Company 
3444 NORTH CLARK STREET 
CHICAGO 13, ILLINOIS 
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“An eye for an eye” is a poor exchange. Especially if you do the trading, and give one of 
your own for a glass imitation. 

The foregoing is reprinted from another of the graphic series of educational 
pieces in poster and pamphlet form designed by Bausch & Lomb to help sell your 
workers on a desire to use safety glasses. 


Let this material help you with your present eye safety program. It’s part of 
the total service offered by this pioneer in industrial eyewear. 


] SELL EYE SAFETY TO EMPLOYEES tests for each job classification in your plant. 
Ask your distributor’s representative to 


show you the kit of posters, pay envelope 3 PROTECTION PLUS CORRECTION 


inserts, PA system scripts and other mate- For at least 50% of your workers prescrip- 
rial that sells workers forcefully on desire tion lenses are necessary to working effi- 
to use proper safety eyewear. ciency as well as to safety. Your B&L dis- 


tributor offers prompt prescription service 
2 SAFETY GLASSES FOR EACH JOB ~ Onall types of industrial eyewear. 

A complete range of Bausch & Lomb safety Write Bausch & Lomb Optical Company, 
eyewear, engineered to meet the most rigid 90105 St. Paul St., Rochester 2, New York. 


BAUSCHZ6 G LOMB /” 











Hei yee 
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Major Carl L. Sitter, USMC 


Tue HILL WAS STEEP, snow- 
covered, 600 feet high. Red-held, 
it cut our lifeline route from 
Hagan-ri to the sea; it had to be 
in our hands. 


Up its 45-degree face, Major 
Sitter led his handful of freezing. 
weary men—a company against a 
regiment! The hill blazed with 
enemy fire. Grenade fragments 
wounded the major’s face, chest, 


The U.S. Government does not pay for this advertisement, It 4s donated by this publication in cooperation with the Advertising Counctl and the Magazine Publishers of America. 


and arms. But he continued head- 
ing the attack. exposing himself 
constantly to death, inspiring his 
men by his personal courage. 
After 36 furious hours the hill 
was won. the route to the sea 
secured. Major Sitter says: 

“Fighting the Commies in 
Korea has taught me one thing— 
in today’s world, peace is only for 
the strong! The men and women 
of America’s armed forces are 
building that strength right now. 
But we need your help—and one 
of the best ways you can help us 
is by buying United States De- 
fense Bonds. 

“So buy Defense Bonds—and 


more Defense Bonds—starting 
right now. If you at home. and we 
in the service, can make America 
stronger together, we'll have the 
peace that we’re all working for!” 


* * * 


Remember, when‘you’re buying bonds for 
national defense, you're also building a 
personal reserve of cash savings. Remem- 
ber, too, that if you don’t save regularly, 
you generally don’t save at all. Money you 
take home usually is money spent. So sign 
up today in the Payroll Savings Plan where 
you work, or the Bond-A-Month Plan where 
you bank. For your country’s security, and 
your own, buy Defense Bonds now! 


Peace is for the strong... 


Buy US Defense Bonds now! 





